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Fabrication of cDNA Microarrays 

Charlie C. Xiang and Michael J. Brownstein 

1. Introduction 

DNA microarray technology has been used successfully to detect the 
expression of many thousands of genes, to detect DNA polymorphisms, and 
to map genomic DNA clones ( 1 - 4 ). It permits quantitative analysis of RNAs 
transcribed from both known and unknown genes and allows one to compare 
gene expression patterns in normal and pathological cells and tissues ( 5 . 6 ). 

DNA microarrays are created using a robot to spot cDNA or oligonucleotide 
samples on a solid substrate, usually a glass microscope slide, at high densities. 
The sizes of spots printed in different laboratories range from 75 to 150 pm 
in diameter. The spacing between spots on an array is usually 100-200 pm. 
Microarrays with as many as 50,000 spots can be easily fabricated on standard 
25 mm x 75 mm glass microscope slides. 

Two types of spotted DNA microarrays are in common use: cDNA and 
synthetic oligonucleotide arrays ( 7 . 8 ). The surface onto which the DNA is 
spotted is critically important. The ideal surface immobilizes the target DNAs, 
and is compatible with stringent probe hybridization and wash conditions ( 9 ). 
Glass has many advantages as such a support. DNA can be covalently attached 
to treated glass surfaces, and glass is durable enough to tolerate exposure 
to elevated temperatures and high-ionic-strength solutions. In addition, it is 
nonporous, so hybridization volumes can be kept to a minimum, enhancing the 
kinetics of annealing probes to targets. Finally, glass allows probes labeled with 
two or more fluors to be used, unlike nylon membranes, which are typically 
probed with one radiolabeled probe at a time. 
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2. Materials 

1. Multiscreen filtration plates (Millipore, Bedford, MA). 

2. Qiagen QIAprep 96 Turbo Miniprep kit (Qiagen, Valencia, CA). 

3. dATP, dGTP, dCTP, and dTTP (Amersham Pharmacia, Piscataway, NJ). 

4. M13F and M13R primers (Operon, Alameda, CA). 

5. Taq DNA polymerase and buffer (Invitrogen, Carlsbad, CA). 

6. PCR CyclePlate (Robbins, Sunnyvale, CA). 

7. CycleSeal polymerase chain reaction (PCR) plate sealer (Robbins). 

8. Gold Seal microscope slides (Becton Dickinson, Franklin, NJ). 

9. 384-well plates (Genetix, Boston, MA). 

10. Succinic anhydride (Sigma, St. Louis, MO) in 325 mL of l-methy-2-pyrrolidinone 
(Sigma). 


3. Methods 

3.1. Selection and Preparation of cDNA Clones 

3.1.1. Selection of Clones 

Microarrays are usually made with DNA fragments that have been amplified 
by PCR from plasmid samples or directly from chromosomal DNA. The 
sizes of the PCR products on our arrays range from 0.5 to 2 kb. They attach 
well to the glass surface. The amount of DNA deposited per spot depends on 
the pins chosen for printing, but elements with 250 pg to 1 ng of DNA (up to 
9 x 10 8 molecules) give ample signals. 

Many of the cDNA clones that have been arrayed by laboratories in the 
public domain have come from the Integrated Molecular Analysis of Genomes 
and Expression (IMAGE) Consortium set. Five million human IMAGE clones 
have been collected and are available from Invitrogen/Research Genetics 
(www.resgen.com/products/IMAGEClones.php3). Sequence-verified cDNA 
clones from humans, mice, and rats are also available from Invitrogen/Research 
Genetics. 

cDNA clones can also be obtained from other sources. The 15,000 National 
Institute of Aging (NIA) mouse cDNA set has been distributed to many aca¬ 
demic centers (http://lgsun.grc.nia.nih.gov/cDNA/15k/hsc.html). Other mouse 
cDNA collections include the Brain Molecular Anatomy Project (BMAP) 
(http://brainest.eng.uiowa.edu), and RIKEN (http://genome.rtc.riken.go.jp) 
clone sets. In preparing our arrays, we have used the NIA and BMAP collec¬ 
tions and are in the process of sequencing the 5' ends of the 41,000 clones in 
the combined set in collaboration with scientists at the Korea Research Institute 
of Bioscience and Biotechnology. Note that most cDNA collections suffer from 
some gridding errors and well-to-well cross contamination. 
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3.1.2. Preparation of Clones 

Preparing DNA for spotting involves making plasmid minipreps, amplifying 
their inserts, and cleaning up the PCR products. Most IMAGE clones are in 
standard cloning vectors, and the inserts can be amplified with modified Ml3 
primers. The sequences of the forward (M13F) and reverse (M13R) primers 
used are 5' -GTTGTAA AACGACGGCC AGTG-3' and 5' - C AC AC AGG A A A 
CAGCTATG-3', respectively. A variety of methods are available for purifying 
cDNA samples. We use QIAprep 96 Turbo Miniprep kits and a Qiagen 
BioRobot 8000 (Qiagen) for plasmid isolations but cheaper, semiautomated 
techniques can be used as well. We PCR DNAs with a Tetrad MultiCycler 
(MJ Research, Incline Village, NV) and purify the products with Multiscreen 
filtration plates (Millipore). 

3.1.3. Purification of Plasmid 

1. Culture the bacterial clones overnight in 1.3 mL of Luria-Bertani (LB) medium 
containing 100 pg/mL of carbenicillin at 37°C, shaking them at 300 rpm in 
96-well flat-bottomed blocks. 

2. Harvest the bacteria by centrifuging the blocks for 5 min at 1500g in an Eppendorf 
centrifuge 5810R (Eppendorf, Westbury, NY). Remove the LB by inverting the 
block. The cell pellets can be stored at -20°C. 

3. Prepare cDNA using the BioRobot 8000, or follow the Qiagen QIAprep 96 Turbo 
Miniprep kit protocol for manual extraction. 

4. Elute the DNA with 100 pL of Buffer EB (10 m M Tris-HCl, pH 8.5) included in 
the QIAprep 96 Turbo Miniprep kit. The plasmid DNA yield should be 5-10 pg 
per prep. 

3.1.4. PCR Amplification 

1. Dilute the plasmid solution 1:10 with IX TE (10 m M Tris-HCl, pH 8.0, 1 m M 
EDTA). 

2. For each 96-well plate to be amplified, prepare a PCR reaction mixture containing 
the following ingredients: 1000 pL of 10X PCR buffer (Invitrogen), 20 pL each 
of dATP, dGTP, dCTP, and dTTP (100 m M each; Amersham Pharmacia), 5 pL 
each of M13F and M13R (1 m M each; Operon), 100 pL of Taq DNA polymerase 
(5 U/pL; Invitrogen), and 8800 pL of ddH 2 0. 

3. Add 100 pL of PCR reaction mix to each well of a PCR CyclePlate (Robbins) 
plus 5 pL of diluted plasmid template. Seal the wells with CycleSeal PCR plate 
sealer (Robbins). (Prepare two plates for amplification from each original source 
plate to give a final volume of 200 pL of each product.) 

4. Use the following PCR conditions: 96°C for 2 min; 30 cycles at 94°C for 30 s, 
55°C for 30 s, 72°C for 1 min 30 s; 72°C for 5 min; and cool to ambient 
temperature. 
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5. Analyze 2 uL of each product on 2% agarose gels. We use an Owl Millipede 
A6 gel system (Portsmouth, NH) with eight 50-tooth combs. This allows us to 
run 384 samples per gel. 

3.1.5. Cleanup of PCR Product 

1. Transfer the PCR products from the two duplicate PCR CyclePates to one 
Millipore Multiscreen PCR plate using the Qiagen BioRobot 8000. 

2. Place the Multiscreen plate on a vacuum manifold. Apply the vacuum to dry 
the plate. 

3. Add 100 pL of ddH 2 0 to each well. 

4. Shake the plate for 30 min at 300 rpm. 

5. Transfer the purified PCR products to a 96-well plate. 

6. Store the PCR products in a -20°C freezer. 

3.2. Creating cDNA Microarrays (see Note 1) 

Robots are routinely used to apply DNA samples to glass microscope slides. 
The slides are treated with poly-L-lysine or other chemical coatings. Some 
investigators irradiate the printed arrays with UV light. Slides coated with 
poly-L-lysine have a positively charged surface, however, and the negatively 
charged DNA molecules bind quite tightly without crosslinking. Finally, the 
hydrophobic character of the glass surface minimizes spreading of the printed 
spots. Poly-L-lysine-coated slides are inexpensive to make, and we have found 
that they work quite well. 

About 1 nL of PCR product is spotted per element. Many printers are 
commercially available. Alternatively, one can be built in-house (for detailed 
instructions, visit http://cmgm.stanford.edu/pbrown/mguide/index.html). After 
the arrays are printed, residual amines are blocked with succinic anhydride (see 
http://cmgm.stanford.edu/pbrown/mguide/index.html). 

3.2.1. Coating Slides with Poly-L-lysine 

1. Prepare cleaning solution by dissolving 100 g of NaOH in 400 mL of ddH 2 0. 
Add 600 mL of absolute ethanol and stir until the solution clears. 

2. Place Gold Seal microscope slides (Becton Dickinson) into 30 stainless-steel 
slide racks (Wheaton, Millville, NJ). Place the racks in a glass tank with 500 mL 
of cleaning solution. Work with four racks (120 slides in total) at a time. 

3. Shake at 60 rpm for 2 h. 

4. Wash with ddH 2 0 four times, 3 min for each wash. 

5. Make a poly-L-lysine solution by mixing 80 mL of 0.1% (w/v) poly-L-lysine with 
80 mL of phosphate-buffered saline and 640 mL of ddH 2 0. 

6. Transfer two racks into one plastic tray with 400 mL of coating solution. 

7. Shake at 60 rpm for 1 h. 
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8. Rinse the slides three times with ddH 2 0. 

9. Dry the slides by placing them in racks (Shandon Lipshaw, Pittsburgh, PA) 
and spinning them at 130g for 5 min in a Sorvall Super T21 centrifuge with an 
ST-H750 swinging bucket rotor. Place one slide rack in each bucket. 

10. Store the slides in plastic storage boxes and age them for 2 wk before printing 
DNA on them. 

3.2.2. Spotting DNA on Coated Slides 

We use the following parameters to print 11,136 element arrays with 
an OmniGrid robot having a Server Arm (GeneMachines, San Carlos, CA): 
4x4 SMP3 pins (TeleChem, Sunnyvale, CA), 160 x 160 pM spacing, 
27 x 26 spots in each subarray, single dot per sample. We use the following 
printing parameters: velocity of 13.75 cm/s, acceleration of 20 cm/s 2 , decelera¬ 
tion of 20 cm/s 2 . We print two identical arrays on each slide. 

1. Adjust the relative humidity of the arrayer chamber to 45-55% and the tempera¬ 
ture to 22°C. 

2. Dilute the purified PCR products 1:1 with dimethylsulfoxide (DMSO) (Sigma) 
(see Note 2). Transfer I 0-u.L aliquots of the samples to Genetix 384-well plates 
(Genetix). 

3. Load the plates into the cassette of the Server Arm. Three such cassettes hold 
36 plates. Reload the cassettes in midrun if more than 36 plates of samples are 
to be printed. It takes about 24 h to print 100 slides with 2 x 11,136 elements 
on them. 

4. Label the slides. Examine the first slide in the series under a microscope. Mark 
the four corners of the array (or the separate arrays if there are more than one on 
the slide) with a scribe. Use this indexed slide to draw a template on a second 
microscope slide showing where the cover slip should be placed during the 
hybridization step. Remove the remaining slides from the arrayer and store them 
in a plastic box. 

3.2.3. Postprocessing 

We often postprocess our arrays after storing them for several days. This 
may not be necessary as others have argued, but it is sometimes convenient. 
Many workers recommend UV crosslinking the DNA to the slide surface by 
exposing the arrays to 450 mJ of UV irradiation in a Stratalinker (Stratagene, 
La Jolla, CA). As noted, this step is optional, and we have not found it to 
be critical. 

1. Insert 30 slides into a stainless steel rack and place each rack in a small glass 
tank. 

2. In a chemical fume hood, dissolve 6 g of succinic anhydride (Sigma) in 325 mL 
of l-methy-2-pyrrolidinone (Sigma) in a glass beaker by stirring. 
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3. Add 25 mL of 1 M sodium borate buffer (pH 8.0) to the beaker as soon as the 
succinic anhydride is dissolved. 

4. Rapidly pour the solution into the glass tank. 

5. Place the glass tank on a platform shaker and shake at 60 rpm for 20 min in 
the hood. While the slides are incubating on the shaker, prepare a boiling water 
bath. 

6. Transfer the slides to a container with 0.1% sodium dodecyl sulfate solution. 
Shake at 60 rpm for 3 min. 

7. Wash the slides with ddH 2 0 for 2 min. Repeat the wash two more times. 

8. Place the slides in the boiling water bath. Turn off the heat immediately after 
submerging the slides in the water. Denature the DNA for 2 min in the water 
bath. 

9. Transfer the slides to a container with 100% ethanol and incubate for 4 min. 

10. Dry the slides in a centrifuge at 130g for 5 min ( see Subheading 3.2.1., step 9) 
and store them in a clean plastic box. The slides are now ready to be probed 
(see Note 3). 

4. Notes 

1. The methods for printing slides described in this chapter are somewhat tedious, 
but they are robust and inexpensive. 

2. We recommend dissolving the DNAs to be printed in 50% DMSO instead of 
aqueous buffers because this is a simple solution to the problem of sample 
evaporation during long printing runs ( 10 ). 

3. The probe-labeling technique that we describe in Chapter 4 works well with 
slides prepared according to the protocols we have given. 
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Nylon cDNA Expression Arrays 

George Jokhadze, Stephen Chen, Claire Granger, 
and Alex Chenchik 

1. Introduction 

Nucleic acid arrays provide a powerful methodology for studying biological 
systems on a genomic scale. BD Atlas™ Arrays, developed by BD Biosciences 
Clontech, are expression profiling products specifically designed to be acces¬ 
sible to all laboratories performing isotopic blot hybridization experiments. 
We have developed two types of readily accessible BD Atlas Arrays: nylon 
macroarrays, well suited for high-sensitivity expression profiling using a limited 
gene set, and broad-coverage plastic microarrays, for a more extensive analysis 
of a comprehensive set of genes. In this chapter, we describe protocols for 
printing and performing gene expression analysis using nylon membrane-based 
arrays. For a more in-depth description and protocols related to plastic 
film-based arrays, please refer to Chapter 3. 

Nylon membrane-based arrays offer several advantages for researchers. 
Compared with glass arrays, nylon arrays are usually less expensive to 
produce and require less complicated equipment. Nylon arrays are generally 
considered more user friendly, since analysis involves only familiar hybridiza¬ 
tion techniques. Detection of results is also straightforward—probes are 
radioactively labeled, so one can simply use a standard phosphorimager. 

1.1. Sensitivity of Nylon Arrays 

Nylon membranes are typically used to print low- (10-1000) to medium- 
(1000-4000) density cDNA arrays. Unlike high-density arrays, which are 
usually printed on glass or plastic supports, probes for nylon arrays can be 
labeled with 32 P, resulting in a much higher (>fourfold) level of sensitivity 
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Fig. 1. Nylon array hybridized with a 32 P-labeled probe. 


(Fig. 1). This means that the presence of even low-abundance transcripts can 
be detected. 

Nylon arrays are printed with fragments of cDNA clones (200-600 bp) 
representing individual genes. Each cDNA fragment is amplified from the 
original clone using gene-specific or universal primers, denatured, and printed 
onto the membranes. cDNA fragments have a significantly higher hybridization 
efficiency than oligos yet generally do not allow discrimination between highly 
homologous genes, such as multigene family members. For this reason, cDNA 
fragments are ideal for nylon arrays that represent a limited number of genes. 
In an array experiment, the cDNA fragments on the array are designated as 
the “targets.” The “probe” used to screen the array is a radioactively labeled 
pool of cDNAs, reverse transcribed from total or polyA + RNA extracted from 
a particular tissue or cell type. Duplicate arrays are screened with cDNA 
probes prepared from two or more tissues, cell lines, or differentially treated 
samples. 

The single most important factor determining the success or failure of 
array experiments is the quality of the RNA used to make the probes. Poor- 
quality RNA preparation leads to high background on the membrane and/or a 
misleading hybridization pattern. The present protocol allows purification of 
total RNA and labeling of probes for array hybridizations in one straightforward 
procedure—no separate poly A + RNA purification step is needed. An acceptable 
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amount (10 ug ) of high-quality total RNA can be isolated from as little as 10 mg 
of tissue or 10 5 cells. 

With nylon membrane arrays, there is a choice of using 32 P or 33 P in the 
labeling reaction. The more appropriate method depends on the printing density 
of the array (see Subheading 3.1.4.) and the nature of the experiment. For 
general purposes, we recommend using 32 P because this isotope provides 
greater sensitivity. High sensitivity will be especially important if one is 
interested in any low-abundance transcripts. On the other hand, 33 P offers the 
advantage of higher-resolution signal, meaning that the signal produced by a 
spot on the array will be more closely confined to the spot’s center, preventing 
signal “bleed” to neighboring spots. High signal bleed can complicate the 
interpretation of results for nearby genes. The 33 P method is particularly useful 
if highly abundant transcripts are of interest or one plans to quantitatively 
analyze the results by phosphorimaging. However, 33 P detection is generally 
only one-fourth as sensitive as 32 P detection (I). When labeling array probes, 
choose the method that best suits your needs. 

2. Materials 

Unless otherwise noted, all catalog numbers provided are for BD Biosciences 
Clontech products. 

2.1. Nylon Membrane Array Printing 

2.1.1. Nylon Membrane Printing Reagents 

1. Nytran Plus Membrane, cut into 82 x 120 mm rectangles (Schleicher & 
Schuell). 

2. BD TITANIUM™ Taq PCR Kit (cat. no. K1915-1). 

3. Gene-specific or universal primers for amplifying cDNA fragments (see 

Subheading 3.1.). 

4. Sequence-verified cDNA templates (vectors carrying clones with sequence- 
verified cDNA insert). 

5. Milli-Q-filtered H 2 0. 

6. Printing dye (30% Ficoll, 1% thymol blue). 

7. 3 M NaOAc, pH 4.0. 

8. Membrane neutralization solution (0.5 M Tris, pH 7.6). 

2.1.2. Nylon Membrane Array Printing Equipment 

1. Polymerase chain reaction (PCR) reaction tubes (0.5 mL). (We recommend 
Perkin-Elmer GeneAmp 0.5-mL reaction tubes (cat. no. N801-0737 or 
N801-0180). 

2. PCR machine/thermal cycler. We use a hot-lid thermal cycler. 
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3. 384-well V-bottomed polystyrene plates (USA Scientific), for use as a source 
plate during printing. 

4. SpeedVac. 

5. Arrayer robot. We use a BioGv'id Robot (BzoRobotics). 

6. UV Stratalinker crosslinker (Stratagene). 

7. Pin tool (0.7 mm diameter, 384 pin). 

8. Sarstedt Multiple Well Plate 96-Well (lids only), used to hold nylon membranes 
for printing. 

9. Adhesive sealing film (THR100 Midwest Scientific). 

10. NucleoSpin Multi-8 PCR Kit (cat. no. K3059-1) or NucleoSpin Multi-96 PCR 
Kit (cat. no. K3065-1). 

2.2. Reagents for RNA Isolation and Probe Synthesis 

2.2.1. Reagents Provided with BD Atlas Pure Total RNA Labeling System 

The BD Atlas™ Pure Total RNA Labeling System (cat. no. K1038-1) is 
available exclusively from BD Biosciences Clontech. Do not use the protocol 
supplied with the BD Atlas Pure Kit. The procedures for RNA isolation 
and cDNA synthesis in the following protocol differ significantly from the 
procedures found in the BD Atlas Pure User Manual. 

1. Denaturing solution. 

2. Saturation buffer for phenol. 

3. RNase-free H 2 0. 

4. 2 M NaOAc (pH 4.5). 

5. 10X termination mix. 

6. Streptavidin magnetic beads. 

7. IX binding buffer. 

8. 2X binding buffer. 

9. IX reaction buffer. 

10. IX wash buffer 

11. DNase I (1 U/pL). 

12. DNase I buffer. 

13. Biotinylated oligo(dT). 

14. Moloney murine leukemia virus reverse transcriptase (MMLV RT). 

2.2.2. Additional Reagents/Special Equipment 

1. Saturated phenol (store at 4°C). For 160 mL: 100 g of phenol (Sigma cat. no. 
P1037 or Boehringer Mannheim cat. no. 100728). In a fume hood, heat a jar of 
phenol in a 70°C water bath for 30 min or until the phenol is completely melted. 
Add 95 mL of phenol directly to the saturation buffer (from the BD AtlasPure 
Kit), and mix well. Hydroxyquinoline may be added if desired. Aliquot and 
freeze at -20°C for long-term storage. This preparation of saturated phenol will 
only have one phase. 
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2. Tissue homogenizer (e.g., Polytron or equivalent). For <200 mg of tissue, use a 
6-mm probe. For >200 mg of tissue, use a 10-mm probe. 

3. [a- 32 P]dATP (10 p.Ci/qL; 3000 Ci/mmol) (cat. no. PB10204; Amersham) or 
[a- 33 P]dATP (10 LiCi/uL; >2500 Ci/mmol) (cat. no. BF1001; Amersham). Do 
not use Amersham’s Redivue or any other dye-containing isotope. 

4. Deionized H 2 0 (Milli-Q filtered or equivalent; do not use diethylpyrocarbonate- 
treated H 2 0). 

5. Magnetic particle separator (cat. no. Z5331; Promega, Madison, WI). It is 
important that you use a separator designed for 0.5-mL tubes. 

6. Polypropylene centrifuge tubes: 1.5-mL (cat. no. 72-690-051; Sarstedt), 2-mL 
(cat. no. 16-8105-75; PGC), 15-mL (tubes cat. no. 05-562-10D, caps cat. no. 
05-562-1 IE; Fisher), and 50-mL (tubes with caps cat. no. 05-529-ID; Fisher). 
Fifteen- and 50-mL tubes should be sterilized with 1% sodium dodecyl sulfate 
(SDS) and ethanol before use. 

7. 10X dNTP mix (for dATP label; 5 m M each of dCTP, dGTP, dTTP). 

8. 10X Random primer mix (N-15) or gene-specific primer mix (see Subhead¬ 
ing 3.4.3.). 

9. BD PowerScript' 1 Reverse Transcriptase and 5X BD PowerScript™ Reaction 
Buffer (available exclusively from BD Biosciences Clontech; cat. no. 8460-1). 

10. Dithiothreitol (DTT) (100 m M). 

11. NucleoSpin® Extraction Kit: NucleoSpin extraction spin columns, 2-mL collec¬ 
tion tubes, buffer NT2, buffer NT3 (add 95% ethanol before use as specified 
on the label), buffer NE. 


2.3. Reagents for Hybridization, Washing, and Stripping 
of Nylon Arrays 

1. BD ExpressHyb 1 ” hybridization solution (cat. no. 8015-1). 

2. Sheared salmon testes DNA (10 mg/mL) (cat. no. D7656; Sigma). 

3. Optional: 10X Denaturing solution (1 M NaOFI, 10 m M EDTA) (see Subhead¬ 
ing 3.5.). 

4. Optional: 2X Neutralizing solution (1 M NaH 2 P0 4 [pH 7.0]): 27.6 g of 
NaH 2 P0 4 -H 2 0). Add 190 mL of H 2 0, adjust the pH to 7.0 with 10 N NaOH 
if necessary, and add H 2 0 to 200 mL. Store at room temperature (see Subhead¬ 
ing 3.5.). 

5. C 0 t-1 DNA (1 mg/mL). 

6. 20X saline sodium citrate (SSC), 175.3 g of NaCl, 88.2 g of Na 3 citrate*2H 2 0. 
Add 900 mL of H 2 0, adjust the pH to 7.0 with 1 M HC1 if necessary, and add 
H 2 0 to 1 L. Store at room temperature. 

7. 20% SDS: 200 g of SDS. Add H 2 0 to 1 L. Heat to 65°C to dissolve. Store at 
room temperature. 

8. Wash solution 1: 2X SSC, 1% SDS. Store at room temperature. 

9. Wash solution 2: 0.1X SSC, 0.5% SDS. Store at room temperature. 
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3. Methods 

3.1. Printing of Nylon Membrane Arrays 

cDNA fragments to be used for printing can be amplified by using either 
gene-specific primers or a pair of “universal” primers (i.e., T3, T7, M13F, or 
M13R) complementary to sites in the cloning vector flanking the cDNA clone. 
One advantage of using gene-specific primers is that a specific region of the 
cDNA clone to be amplified can be chosen. For example, the amplification 
of cDNAs used to print BD Atlas Arrays is specially designed to minimize 
nonspecific hybridization. All cDNA fragments are 200-600 bp long and are 
amplified from a region of the mRNA that lacks the poly A tail, repetitive 
elements, or other highly homologous sequences. Another advantage of using 
gene-specific primers is that the antisense primers used in array preparation can 
be pooled and subsequently used as a gene-specific primer mix to synthesize 
cDNA probes from experimental samples. The use of gene-specific probes 
provides higher sensitivity and lower background than random primers (see 
Subheading 3.4.3. for details). 

3.1.1. Preparative PCR for cDNA Fragments 

1. Prepare a 100-u.L PCR reaction in a 0.5-mL PCR tube for each cDNA to be 
represented on the array. Calculate the amount of each component required for 
the PCR reaction by referring to Table 1. Universal primers, appropriate for 
your cloning vector, may be used in place of gene-specific primers. Adjust the 
volumes accordingly. 

2. Commence thermal cycling using the following parameters: 30-35 cycles of 
94°C for 30 s and 68°C for 90 s, 68°C for 5 min, and 15°C soak. These conditions 
were developed for use with a hot-lid thermal cycler; the optimal parameters may 
vary with different thermal cyclers. (Note that these parameters were optimized 
for amplification of fragments approx 200-600 bp long.) 

3. Run 5 pL of each pooled PCR product (plus loading dye) on a 2% TAE agarose 
gel, alongside a molecular weight marker, to screen the PCR products. 

4. Check each PCR product size by comparison with the molecular weight markers. 
If the size of the PCR product is correct, add EDTA (final concentration of 0.1 M 
EDTA, pH 8.0) to the pooled PCR products to stop the reaction. 

3.1.2. Purification of cDNA Fragments 

To purify amplified cDNA fragments, we recommend that you use either the 
NucleoSpin Multi-8 PCR Kit (cat. no. K3059-1) or NucleoSpin Multi-96 PCR 
Kit (cat. no. K3065-1) and follow the enclosed protocol. NucleoSpin PCR kits 
are designed to purify PCR products from reaction mixtures with speed and 
efficiency. Primers, nucleotides, salts, and polymerases are effectively removed 
using these kits; up to 96 samples can be processed simultaneously in less than 
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Table 1 

cDNA Fragment PCR Set-Up 


PCR master mix 

Final concentration 

Per 100-pL reaction 
(pL) 

10X BD TITANIUM Taq 

IX 

10 

PCR buffer 

10 p M dNTP mix 

200 p M 

2 

Specific or universal 

0.4 p M each 

2 

primer mix, 20 pM each 

Template (0.5-1 ng/pL) 

0.025-0.05 ng/pL 

5 

5OX BD TITANIUM Taq Mix 

IX 

2 

Milli-Q H 2 0 

Bring volume up 

79 


60 min. Up to 15 ug of high-quality DNA can be isolated per preparation. 
Recovery rates of 75-90% can be achieved for fragments from 100 bp to 
10 kb. 

3.1.3. Standardization of cDNAs 

1. In a 1.5-mL microcentrifuge tube, dilute 5 pL of the purified cDNA fragment 
stock in 995 pL of H 2 0 (a 1:200 dilution) and read the optical density of the 
dilution at 260 nm. Calculate the cDNA concentration in cDNA stock. Each PCR 
reaction should yield a total of 2 to 3 pg of DNA. 

2. If the concentration of cDNA in the stock solution is >500 ng/pL, go to step 5; 
if <500 ng/pL, continue with the next step. 

3. Concentrate the cDNA stock solution by evaporation in a SpeedVac. Repeat 
steps 1 and 2. 

4. Adjust the concentration to 500 ng/pL by adding Milli-Q-H 2 0: V H 0 = (C, x V,/C/) 
- V n in which C, and V, are the initial concentration and volume of the main solution 
(before adding H 2 0), respectively; and C f is the final, desired concentration. 

5. Store the normalized cDNA at -20°C. 

3.1.4. Printing of cDNA Arrays on Nylon Membranes 

An 80 mm x 120 mm rectangle of nylon membrane can be printed with as 
many as 3000 cDNA fragments (using a 384-pin tool with 0.7-mm-diameter 
pins) without encountering significant difficulties with image analysis due to 
signal bleed. If 32 P-labeled probes are used, the maximum printing density 
on a membrane of the same size should be no more than 1500, to avoid loss 
of signal resolution. 

Depending on your experimental needs and organism, you may wish to 
include negative controls, such as genomic DNA, phage lambda DNA, or yeast 
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DNA. Some researchers also choose to include cDNA fragments representing 
certain housekeeping genes, known to be highly expressed in their experimental 
samples, to serve as positive controls. 

1. Prepare the individual cDNA printing mixes. The final cDNA concentration for 
printing should be approx 100 ng/pL. The final NaOH concentration for printing 
should be 0.15 N. The final printing dye concentration for printing should be IX. 
The volume of solution deposited by a single, 0.7-mm-diameter pin is 90 nL, 
which is equivalent to 10 ng of cDNA printed per spot. For example, to prepare 
25 pL of ready-to-print cDNA solution with a ~110 ng/pL final concentration, 
combine: 5.5 pL of cDNA (500 ng/pL), 0.4 pL of 10 N NaOH, 2.5 pL of 10X 
dye, and 16.6 pL of Milli-Q H 2 0, for a total of 25.0 pL. This volume is sufficient 
for printing approx 200 arrays with single spots for each cDNA, or 100 arrays 
with duplicate spots. (Printing from volumes of <2 to 3 pL may result in irregular 
spot morphology.) 

2. Aliquot 25 pL of each cDNA printing mix into individual wells of a 384-well 
plate. 

3. Prepare the arrayer for printing following the manufacturer’s user manual. (We 
use a Zh'oRobotics /hoGrid.) 

4. Place each nylon membrane onto a lid from a Sarstedt 96-well plate. This will 
hold the membrane securely during printing. Place the Nytran Plus membranes 
and lids into the filter tray (the S/ogrid tray holds 24 membranes at a time). 

5. Begin the printing process according to the manufacturer’s instructions. 

6. Replace the water and ethanol in the arrayer’s trays after every second round 
of printing. 

7. After the completion of printing, allow the membranes to dry for 45 min at 
room temperature. 

8. Using forceps, pick up the dried, printed membranes, grasping each membrane 
only by the edge, and drop into a tray containing membrane-neutralizing solution. 
Gently agitate the membrane arrays for approx 1 min. Change the solution after 
every 48 membranes. 

9. Crosslink the membranes using an energy of 120 mJ/cm 2 (1200 x 100 pj/cm 2 ) 
in a UV Stratalinker Crosslinker. When complete, remove the membranes from 
the Stratalinker and lay flat to dry for at least 4 h. Dried arrays should be stored 
at -20°C, sealed individually in plastic bags. 

3.2. RNA Isolation 

3.2.1. RNA Isolation from Tissues 

Conical 50-mL tubes can break under forces >10,000g. We recommend 
using sterile 15- and 50-mL round-bottomed, polypropylene centrifuge tubes 
at all times. 

1. Harvest the tissue; use immediately or flash freeze in liquid nitrogen and store 
at -70°C. Important: When working with frozen tissue, be sure to keep the 
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Table 2 

Reagents for RNA Isolation from Tissues 




Weight of tissue 


10-100 mg 

100-300 mg 300-600 mg 

0.6-1.0 g 

Recommended tube size (mL) 

2x2 

15“ 

50“ 

50“ 

Denaturing solution (mL) 

1.0 

3.0 

6.0 

10.0 

Saturated phenol (mL) 

2.0 

6.0 

12.0 

20.0 

Chloroform (mL) 

0.6 

1.8 

3.6 

6.0 

Saturated phenol (2nd round) (mL) 

1.6 

4.8 

9.6 

16.0 

Chloroform (2nd round) (mL) 

0.6 

1.8 

3.6 

6.0 

Isopropanol (mL) 

2.0 

6.0 

12.0 

20.0 

80% EtOH wash (mL) 

1.0 

3.0 

6.0 

10.0 


“Conical tubes can break under forces greater than 10,000g. Ensure that round-bottomed 
tubes are used. 


tissue frozen until you add the denaturing solution. Even partial thawing can 
result in RNA degradation. Perform all necessary manipulations on dry ice or 
liquid nitrogen. 

2. Cut or crush the tissue into small pieces (<1 cm 3 ). When working with frozen 
tissue, prechill a mortar and pestle with liquid nitrogen, fill the mortar with liquid 
nitrogen, and break frozen tissue into smaller pieces. 

3. Weigh out the tissue in a prechilled, sterile tube. See Table 2 for the appropriate 
tube size. 

4. Add the appropriate volume (see Table 2) of denaturing solution. Always add 
at least 1 mL/100 mg of tissue. 

5. Grind the sample at 0-4°C using a tissue homogenizer (e.g., Polytron or equiva¬ 
lent) at the maximum setting for 1 to 2 min or until completely homogenized. 

6. Incubate on ice for 5-10 min. 

7. Vortex the sample thoroughly. Centrifuge the homogenate at 15,000g for 5 min 
at 4°C to remove cellular debris. 

8. Transfer the entire supernatant to new centrifuge tube(s). Avoid pipeting the 
insoluble upper layer, if present. 

9. Add the appropriate volume (see Table 2) of saturated phenol. 

10. Cap the tubes securely and vortex for 1 min. Incubate on ice for 5 min. 

11. Add the appropriate volume (see Table 2) of chloroform. 

12. Shake the sample and vortex vigorously for 1 to 2 min. Incubate on ice for 
5 min. 

13. Centrifuge the homogenate at 15,000y for 10 min at 4°C. 

14. Transfer the upper aqueous phase containing the RNA to a new tube. Take care 
not to pipet any material from the white interface or lower organic phase. 

15. Perform a second round of phenol:chloroform extraction, using the amounts 
shown in Table 2 for “2nd round” (see Note 1). Repeat steps 9-14. 
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Table 3 

Reagents for RNA Isolation from Cultured Cells 




Cell number 


10 6 -10 7 

1-3 x 10 7 

3-6 x 10 7 

6-10 x 10 7 

Tube size (mL) 

2x2 

15“ 

50“ 

50“ 

Denaturing solution (mL) 

1.0 

3.0 

6.0 

10.0 

Saturated phenol (mL) 

2.0 

6.0 

12.0 

20.0 

Chloroform (mL) 

0.6 

1.8 

3.6 

6.0 

Saturated phenol (2nd round) (mL) 

1.6 

4.8 

9.6 

16.0 

Chloroform (2nd round) (mL) 

0.6 

1.8 

3.6 

6.0 

Isopropanol (mL) 

2.0 

6.0 

12.0 

20.0 

80% EtOH wash (mL) 

1.0 

3.0 

6.0 

10.0 


“Conical tubes can break under forces greater than 10,000g. Ensure that round-bottomed 
tubes are used. 


16. Transfer the upper phase to a new tube. Avoid touching the interface. 

17. Add the appropriate volume (see Table 2) of isopropanol. Add slowly, mixing 
occasionally as you add it. 

18. Mix the solution well and incubate on ice for 10 min. 

19. Centrifuge the samples at 15,000g for 15 min at 4°C. 

20. Quickly remove the supernatant without disturbing the RNA pellet. 

21. Add the appropriate volume (see Table 2) of 80% ethanol. 

22. Centrifuge at 15,000g for 5 min at 4°C. Quickly and carefully discard the 
supernatant. 

23. Air-dry the pellet. 

24. Resuspend the pellet in enough RNase-free H 2 0 to ensure an RNA concentration 
of 1 to 2 |ig/|xL. Refer to Table 4 for approximate yields. 

25. Allow the pellet to soak, then resuspend thoroughly by tapping the tube and 
pipeting. 

26. Set aside a 2-uL aliquot to compare with your RNA sample following DNase 
treatment. Store the RNA samples at -70°C until ready to proceed with DNase 
treatment. 

3.2.2. RNA Isolation from Cultured Cells 

1. Transfer the cultured cells to a sterile tube. See Table 3 for the appropriate 
tube size. 

2. Centrifuge at 500g for 5 min at 4°C. Discard the supernatant. 

3. Use the cells immediately, or flash freeze in liquid nitrogen and store at -70°C. 
When working with frozen cells, be sure to keep the cells frozen until you add 
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Table 4 

Representative Total RNA Yields 


Tissue/cell source 

Amount of 
starting material 

Yield of total 
RNA (jig) 

Yield after DNase 
(70% recovery) (pg) 

Rat liver 

100 mg 

600 

420 

Rat skeletal muscle 

100 mg 

90 

60 

Mouse brain 

100 mg 

125 

90 

Mouse spleen 

100 mg 

245 

170 

Mouse testes 

100 mg 

240 

170 

Mouse thymus 

100 mg 

85 

60 

Human cerebellum 

100 mg 

85 

60 

Human prostate tumor 

100 mg 

100 

70 

MCF-7 cell line 

1 x 10 7 cells 

70 

50 

Mouse fibroblasts 

1 x 10 7 cells 

800 

560 

U251 cell line 

1 x 10 7 cells 

95 

65 


the denaturing solution. Even partial thawing can result in RNA degradation. 
Perform all necessary manipulations on dry ice or liquid nitrogen. 

4. Add the appropriate volume (Table 3) of denaturing solution. 

5. Pipet up and down vigorously and vortex well until the cell pellet is completely 
resuspended. 

6. Incubate on ice for 5-10 min. 

7. Vortex the sample thoroughly. Centrifuge the homogenate at 15,000g for 5 min 
at 4°C to remove cellular debris. 

8. Transfer the entire supernatant to new centrifuge tube(s). Avoid pipeting the 
insoluble upper layer, if present. 

9. Add the appropriate volume (see Table 3) of saturated phenol. 

10. Cap the tubes securely and vortex for 1 min. Incubate on ice for 5 min. 

11. Add the appropriate volume (see Table 3) of chloroform. 

12. Shake the sample and vortex vigorously for 1 to 2 min. Incubate on ice for 
5 min. 

13. Centrifuge the homogenate at 15,000g for 10 min at 4°C. 

14. Transfer the upper aqueous phase containing the RNA to a new tube. Take care 
not to pipet any material from the white interface or lower organic phase. 

15. Perform a second round of phenol:chloroform extraction, using the amounts 
shown in Table 3 for “2nd round” (see Note 1). Repeat steps 9-14. 

16. Transfer the upper phase to a new tube. Avoid touching the interface. 

17. Slowly add the appropriate volume (see Table 3) of isopropanol, mixing 
occasionally as you add it. 

18. Mix the solution well and incubate on ice for 10 min. 
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19. Centrifuge the samples at 15,000g for 15 min at 4°C. 

20. Quickly remove the supernatant without disturbing the RNA pellet. 

2 1 . Add the appropriate volume ( see Table 3) of 80% ethanol. 

22. Centrifuge at 15,000g for 5 min at 4°C. Quickly and carefully discard the 
supernatant. 

23. Air-dry the pellet. 

24. Resuspend the pellet in enough RNase-free H 2 0 to ensure an RNA concentration 
of 1 to 2 pg/pL. Refer to Table 4 for approximate yields. 

25. Allow the pellet to soak, and then resuspend thoroughly by tapping the tube 
and pipeting. 

26. Set aside a 2-pL aliquot to compare with your RNA sample following DNase 
treatment. Store the RNA samples at -70°C until ready to proceed with DNase 
treatment. 

3.2.3. DNase Treatment 

The following protocol describes DNase I treatment of 0.5 mg of total RNA 
prior to purification of poly A + RNA. If you are starting with more or less than 
0.5 mg, adjust all volumes proportionally. 

1. Combine the following reagents in a 1.5-mL microcentrifuge tube for each 
sample (you may scale up or down accordingly): 500 pL of total RNA (1 mg/mL), 
100 pL of 10X DNase 1 buffer, 50 pL of DNase I (1 U/pL), and 350 pL of 
deionized H 2 0, for a total volume of 1.0 mL. Mix well by pipeting. 

2. Incubate the reactions at 37°C for 30 min in an air incubator. 

3. Add 100 pL of 10X termination mix. Mix well by pipeting. 

4. Split each reaction into two 1.5-mL microcentrifuge tubes (550 pL per tube). 

5. Add 500 pL of saturated phenol and 300 pL of chloroform to each tube and 
vortex thoroughly. 

6. Centrifuge at 16,000g for 10 min at 4°C to separate the phases. 

7. Carefully transfer the top aqueous layer to a fresh 1.5-mL microcentrifuge tube. 
Avoid pipeting any material from the interface or lower phase. 

8. Add 550 pL of chloroform to the aqueous layer and vortex thoroughly. 

9. Centrifuge at 16,000g for 10 min at 4°C to separate the phases. 

10. Carefully remove the top aqueous layer and place in a 2-mL microcentrifuge 
tube. 

11. Add 1/10 vol (50 pL) of 2 M NaOAc and 2.5 vol (1.5 mL) of 95% ethanol. If 
treating <20 pg of total RNA, add 20 pg of glycogen. 

12. Vortex the mixture thoroughly; incubate on ice for 10 min. 

13. Spin in a microcentrifuge at 16,000g for 15 min at 4°C. 

14. Carefully remove the supernatant and any traces of ethanol. 

15. Gently overlay the pellet with 500 pL of 80% ethanol. 

16. Centrifuge at 16,000g for 5 min at 4°C. 

17. Carefully remove the supernatant. 
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18. Air-dry the pellet for approx 10 min or until the pellet is dry. 

19. Dissolve the precipitate in 250 pL of RNase-free H 2 0, and assess the yield 
and purity of the RNA as described in Subheading 3.3. Alternatively, store 
the RNA at -70°C. 

3.3. Assessment of RNA Yield and Quality (see Table 4) 

3.3.1. Calculation of A 260 /A 28 o Ratio 
Pure RNA exhibits a ratio of 1.9-2.1. 

3.3.2. Gel Electrophoresis 

Electrophorese 1 to 2 pg of total RNA on a 1% denaturing agarose gel. 
Examine the gel when the dye has migrated 3 to 4 cm from the wells. Total RNA 
from mammalian sources should appear as two bright bands (28S and 18S RNA) 
at approx 4.5 and 1.9 kb ( see Note 2). The ratio of intensities of the 28S and 
18S rRNA bands should be 1.5-2.5:1. Lower ratios are indicative of degrada¬ 
tion. You may also see additional bands or a smear lower than the 18S rRNA 
band, including very small bands corresponding to 5S rRNA and tRNA. 

3.3.3. Testing for DNA Contamination by PCR 

A simple test for genomic DNA contamination is to use the total RNA 
directly as a template in a PCR reaction with primers for any well-characterized 
gene (e.g., actin or G3PDH). Select primers that will amplify a genomic DNA 
fragment <1 kb. Be careful that the primers are not separated by a long intron. 
If this reaction produces bands that are visible on an agarose/ethidium bromide 
(EtBr) gel, the RNA almost certainly contains genomic DNA. As a positive 
control, use different concentrations of genomic DNA as a template for PCR. 
This control will allow you to determine the approximate percentage of DNA 
impurities in the RNA sample. For a successful nylon array experiment, the 
RNA should contain <0.001% genomic DNA or produce no visible PCR 
product after 35 cycles. 

3.4. Poly A + Enrichment and Preparation of Probes (see Note 3) 

3.4.1. Preparation of Streptavidin Magnetic Beads 

1. Resuspend magnetic beads by inverting and gently tapping the tube. 

2. Aliquot 15 pL of beads per probe synthesis reaction into one 0.5-mL tube. 

3. Separate the beads on a magnetic particle separator. 

4. Pipet off and discard the supernatant. 

5. Wash the beads with 150 pL of IX binding buffer; pipet up and down. 

6. Separate the beads on a magnetic particle separator. 

7. Pipet off and discard the supernatant. 
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8. Repeat steps 5-7 three times. 

9. Resuspend the beads in 15 iiL of IX binding buffer per reaction. 

3.4.2. Enrichment of Poly A + RNA 

Perform the following steps for each total RNA sample. It is extremely 
important that you do not pause between any of these steps. 

1. Preheat a PCR thermal cycler to 70°C. 

2. Aliquot 10-50 pg of total RNA into a 0.5-mL tube. For synthesizing probes 
with the highest sensitivity, we recommend using as much RNA as possible, 
up to the 50-pg limit. 

3. Add deionized H 2 0 to 45 pL. 

4. Add 1 pL of biotinylated oligo(dT), and thoroughly mix by pipeting. 

5. Incubate at 70°C for 2 min in the preheated thermal cycler. 

6. Remove from heat and cool at room temperature for 10 min. 

7. Add 45 pL of 2X binding buffer, and mix well by pipeting. 

8. Resuspend the washed beads by pipeting up and down, and add 15 pL to each 
RNA sample. 

9. Mix on a vortexer or shaker at 1500 rpm for 25-30 min at room temperature. 
Ensure that the beads remain suspended. Do not exceed 30 min. 

10. Separate the beads using the magnetic separator. Carefully pipet off and discard 
the supernatant. 

11. Gently resuspend the beads in 50 pL of IX wash buffer. 

12. Being careful not to lose particles, separate the beads and then pipet off and 
discard the supernatant. 

13. Repeat steps 11 and 12 one time. 

14. Gently resuspend the beads in 50 pL of IX reaction buffer. 

15. Separate the beads, and then pipet off and discard the supernatant. 

16. Resuspend the beads in 3 pL of deionized H 2 0. 

3.4.3. cDNA Probe Synthesis 

The generation of cDNA probes from total or poly A + RNA is accomplished 
through reverse transcription. The reverse transcription reaction can be primed 
with a random primer mix, or with a gene-specific mix of antisense primers 
that generates cDNA for only those genes represented on your array (if the 
array contains less than 3000-4000 genes). We have found that preparing a 
gene-specific primer mix for each different array results in an approx 10-fold 
increase in sensitivity, with a concomitant reduction in nonspecific background. 
To prepare a 10X gene-specific primer mix for your array, prepare a mixture 
of 25-bp antisense primers representing each gene of the array, with a final, 
combined DNA concentration for all primers of 30-50 u/Vf. 
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1. Prepare a master mix for all labeling reactions plus one extra reaction (to ensure 
that you have sufficient volume). Combine the following (per reaction) in a 
0.5-mL microcentrifuge tube at room temperature (see Note 4): 4 pL of 5X 
reaction buffer ( see Note 5), 2 pL of 10X dNTP mix (for dATP label), 5 pL 
of [a- 32 P]dATP (3000 Ci/mmol, 10 pCi/pL) or [a- 33 P]dATP (>2500 Ci/mmol, 
10 pCi/pL), and 0.5 pL of DTT (100 mM), for a total volume of 11.5 pL. 

2. Preheat a PCR thermal cycler to 65°C. 

3. Add 4 pL of 10X gene-specific primer mix or 4 pL of random primer mix to the 
resuspended beads. Mix well by pipeting. 

4. Incubate the beads and primer mix in the preheated thermal cycler at 65°C 
for 2 min. 

5. Reduce the temperature of the thermal cycler to 50°C (or 48°C if using an 
unregulated heating block or water bath); incubate the tubes for 2 min. During 
this incubation, add 2 pL of PowerScript Reverse Transcriptase (or MMLV RT; 
see Note 5) per reaction to the master mix by pipeting, and keep the master 
mix at room temperature. 

6. After completion of the 2-min incubation at 50°C, add 13.5 pL of master mix 
to each reaction tube. Mix the contents of the tubes thoroughly by pipeting, and 
immediately return them to the thermal cycler. 

7. Incubate the tubes at 50°C (or 48°C) for 25 min. 

8. Add 2 pL of 10X termination mix, and mix well. 

9. Separate the beads and pipet the supernatant (-approx 20 pL) into 180 pL of 
Buffer NT2. 

10. Place a NucleoSpin extraction spin column into a 2-mL collection tube, and pipet the 
sample into the column. Centrifuge at 16,000c; for 1 min. Discard the collec¬ 
tion tube and flowthrough into the appropriate container for radioactive waste. 

11. Insert the NucleoSpin column into a fresh 2-mL collection tube. Add 400 pL of 
buffer NT3 to the column. Centrifuge at 16,000g for 1 min. Discard the collection 
tube and flowthrough. 

12. Repeat step 11 twice. 

13. Transfer the NucleoSpin column to a clean 1.5-mL microcentrifuge tube. Add 
100 pL of buffer NE, and allow the column to soak for 2 min. 

14. Centrifuge at 14,000 rpm for 1 min to elute the purified probe. 

15. Check the radioactivity of the probe by scintillation counting: 

a. Add 2 pL of each purified probe to 5 mL of scintillation fluid in separate 
scintillation-counter vials. 

b. Count 32 P- or 33 P-labeled samples on the 32 P channel, and calculate the total num¬ 
ber of counts in each sample. (Multiply the counts by a dilution factor of 50.) 
Probes synthesized using this procedure should have a total of 1-10 x 10 6 cpm. 
Store the probes at -20°C. 

16. Discard the flowthrough fractions, columns, and elution tubes in the appropriate 
container for radioactive waste. 



24 


Jokhadze et at. 


3.5. Hybridization to Nylon Arrays 

1. Prepare a solution of BD ExpressHyb hybridization solution and sheared salmon 
testes DNA: 

a. Prewarm 5 mL of hybridization solution at 68°C (see Note 6). 

b. Heat 0.5 mg of the sheared salmon testes DNA at 95-100°C for 5 min, and 
then chill quickly on ice. 

c. Mix the heat-denatured sheared salmon testes DNA with the prewarmed 
hybridization solution. Keep at 68°C until use. 

2. Fill a hybridization bottle with deionized H 2 0. Wet the nylon array by placing it 
in a dish of deionized H 2 0, and then place the membrane in the bottle. Pour off 
all the water from the bottle; the membrane should adhere to the inside walls of 
the container without creating air pockets. Add 5 mL of the solution prepared in 
step 1. Ensure that the solution is evenly distributed over the membrane. Perform 
this step quickly to prevent the array membrane from drying. 

3. Prehybridize for 30 min with continuous agitation at 68°C. Do not remove the 
nylon array from the container during the prehybridization, hybridization, or 
washing steps. If performing the hybridization in roller bottles, rotate at 5-7 rpm 
during the prehybridization and hybridization steps. 

4. Prepare the probe for hybridization as follows (see step 5 for optional method): 

a. Add 5 pL of C 0 t-1 DNA to the entire pool of labeled probe. 

b. Incubate the probe in a boiling water bath for exactly 2 min. 

c. Incubate the probe on ice for exactly 2 min. 

5. Optional: We find that boiling is adequate to denature probes; however, if you 
prefer an alkaline denaturing procedure, you may use the following steps instead: 

a. Mix approx 100 pL of labeled probe (entire sample)- and approx 11 pL (or 
1/10 total volume) of 10X denaturing solution (1 M NaOH, 10 m M EDTA), 
for a total volume of- approx 111 pL. 

b. Incubate at 68°C for 20 min. 

c. Add the following to the denatured probe: approx 115 pL (or 1/2 total volume) 
of 2X neutralizing solution (1 M NaH 2 P0 4 , pH 7.0), for a total volume of 
approx 230 pL. 

d. Continue incubating at 68°C for 10 min. 

6. Being careful to avoid pouring the concentrated probe directly on the surface 
of the membrane, add the mixture prepared in step 4 directly to the array and 
prehybridization solution. Make sure that the two solutions are mixed. 

7. Hybridize overnight with continuous agitation at 68°C. Be sure that all regions 
of the membrane are in contact with the hybridization solution at all times. If 
necessary, add an extra 2 to 3 mL of prewarmed BD ExpressHyb hybridization 
solution. 

8. The next day, prewarm wash solution 1 (2X SSC, 1% SDS) and wash solution 
2 (0.1X SSC, 0.5% SDS) at 68°C. 

9. Carefully remove the hybridization solution and discard in an appropriate 
radioactive waste container. Replace with 200 mL of prewarmed wash solution 
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1. Wash the nylon array for 30 min with continuous agitation at 68°C. Repeat 
this step three more times. If using roller bottles, fill to 80% capacity and rotate 
at 12-15 rpm during all wash steps. 

10. Perform one 30-min wash in 200 mL of prewarmed wash solution 2 with 
continuous agitation at 68°C. 

11. Perform one final 5-min wash in 200 mL of 2X SSC with agitation at room 
temperature. 

12. Using forceps, remove the nylon array from the container and shake off excess 
wash solution. Do not blot dry or allow the membrane to dry. If the membrane 
dries even partially, subsequent removal of the probe (stripping) from the nylon 
array will be difficult. 

13. Immediately wrap the damp membrane in plastic wrap. 

14. Mount the plastic-wrapped nylon array on Whatman paper (3 MM Chr). Expose 
the nylon array to X-ray film at -70°C with an intensifying screen. Try several 
exposures for varying lengths of time (e.g., 3-6 h, overnight, and 3 d). Alterna¬ 
tively, use a phosphorimager. When exposing the nylon array to a phosphorimag¬ 
ing screen at room temperature, be sure to seal the nylon array membrane in 
plastic to prevent drying. 

3.6. Stripping of Nylon Arrays 

To reuse the nylon array after exposure to X-ray film or phosphorimaging, 
you may remove the cDNA probe by stripping. Perform all steps in a fume 
hood with appropriate radiation protection. 

1. In a 2-L beaker, heat 500 mL of 0.5% SDS solution to boiling. 

2. Remove the plastic wrap from the nylon array and immediately place the membrane 
into the boiling solution. Avoid prolonged exposure of the membrane to air. 

3. Continue to boil for 5-10 min. 

4. Remove the solution from the heat and allow to cool for 10 min. 

5. Rinse the nylon array in wash solution 1 (2X SSC, 1% SDS). 

6. Remove the nylon array from the solution and immediately wrap the damp 
membrane in plastic wrap. Check the efficiency of stripping with a Geiger hand 
counter and by exposure to X-ray film (see Note 7). If radioactivity can still be 
detected, repeat the stripping procedure (steps 1-5). 

7. Place the nylon array in a hybridization container and proceed with the next 
hybridization experiment. Alternatively, the nylon array can be sealed and stored 
in plastic wrap at -20°C until needed. Do not allow the membrane to dry, even 
partially. 

3.7. Interpretation of Results (see Note 8) 

3.7.1. Sensitivity of Detection and Background Level 

After hybridization and washing, we recommend that you perform a “trial 
run” exposure (for 3 to 4 h) of the nylon array membranes to X-ray film or 



26 


Jokhadze et al. 


a phosphorimaging screen. This will allow you to assess the sensitivity and 
quality of the hybridization pattern so that you can determine the optimal 
exposure time for the experiment. For X-ray film, expose the membranes to 
Kodak BioMax MS film (with the corresponding BioMax MS intensifying 
screen) at -70°C overnight. In our experience, other X-ray films are two- to 
fivefold less sensitive than BioMax MS film. If available, a phosphorimager 
affords approximately the same sensitivity as BioMax MS film and allows you 
to quantify hybridization signals. 

3.7.2. Exposure Time 

As long as the RNA is of high quality, the signals corresponding to medium- 
to high-abundance mRNAs (0.05-0.5% of poly A + RNA) can be easily detected 
after several hours or an overnight exposure. Usually, an overnight exposure is 
not sufficient to reveal hybridization signals from rare- to medium-abundance 
mRNAs, especially when using 33 P-labeled probes. The exact number of 
hybridization signals depends on the complexity of the experimental RNA 
sample and the set of printed cDNAs and may differ by severalfold. The practi¬ 
cal limit for sensitivity is the level of background generated by nonspecific 
hybridization of the probe to the membrane. Longer exposure times (>7 d) 
are useful only if the background level is low. Overexposure is not an issue 
if using a phosphorimager. 

Some samples may produce signals that are similar or even higher in 
intensity than the abundant housekeeping genes. After an overnight exposure 
with 32 P-labeled probes, you should observe signals for the most abundant 
housekeeping genes, including ubiquitin, phospholipase A 2 , 01 -tubulin, (3-actin, 
and G3PDH. These genes are expressed at about 0.1-0.5% abundance in 
mammalian tissues or cells and can be used as universal positive controls. Note 
that the ratio of intensities of signals for different housekeeping genes may 
differ as much as two- to fivefold for different tissues or cells. 

Another important parameter is the level of nonspecific hybridization, or 
background. After overnight exposure, there generally will not be hybridization 
with blank regions of the membrane or with any negative DNA controls. 

3.7.3. Normalization of Hybridization Signals 

The best approach for comparing hybridization signals for different samples 
is to equalize the intensity of the hybridization signals by adjusting exposure 
times. If one array is uniformly darker than the other, adjust the exposure 
time of one array until the overall signal is approximately the same on both 
arrays. The most common reason for different overall hybridization intensities 
is the quality of RNA samples used to prepare the hybridization probes. In our 
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experience, it is most effective and convenient to normalize arrays based on 
the overall signal from all genes on the array. 

As an alternative to normalization based on the overall level of signal, some 
researchers prefer to identify one or more housekeeping genes that generate 
equally intense hybridization signals for the samples being compared. This 
housekeeping gene (or genes) can then serve as a standard for normalization. 
In cells or tissues that are closely related—i.e., where only a few genes change 
their expression levels—the expression of housekeeping genes generally 
remains constant. However, the expression levels of individual housekeeping 
genes may be variable depending on your experimental system, especially if 
different tissues are being compared. 

4. Notes 

1. For very RNase-rich samples (e.g., pancreas, liver, spleen), we recommend that 
you perform a third or fourth round of phenokchloroform extraction. 

2. If, on a denaturing formaldehyde/agarose/EtBr gel, the total RNA appears as a 
smear that is no larger than 2 kb, the RNA may be degraded. If this is the case, 
we suggest you prepare fresh RNA after checking the purification reagents for 
RNase or other impurities. If problems persist, you may need to find another 
source of tissue/cells. 

3. Be sure to work through the enrichment/probe synthesis steps quickly, without 
pausing. Additionally, to help reduce any chance of RNA degradation, you may 
add 100 U of Ambion’s ANTI-RNase (cat. no. 2692) after adding magnetic 
beads to the sample. 

4. As discussed in the Subheading 1., both 32 P- and 33 P-labeling methods are 
compatible with nylon membrane arrays. Compared with 32 P, the spatial resolu¬ 
tion and quality of images are improved with 33 P. These characteristics tend 
to facilitate image analysis and signal quantification. However, also note that 
33 P signals are approximately four times less intense, decreasing assay sensitivity. 

5. If desired, you may also use the wild-type MMLV RT provided with the BD 
Atlas Pure Kit; however, you should use the same enzyme to label all probes that 
will be directly compared. Ensure that you use the correct 5X reaction buffer. 
For MMLV use 5X MMLV reaction buffer: 250 m M Tris-HCl (pH 8.3), 375 m M 
KC1, 15 mM MgCl 2 . 

6. Hybridization volume should be increased to 15 mL for large bottles. As a 
general rule, ensure that there is adequate volume to keep the array thoroughly 
bathed during the incubation. 

7. If you observe high background when reprobing a nylon array, the membrane 
may not have been stripped completely or may have been allowed to dry. If a 
membrane is allowed to dry even partially, subsequent removal of the probe will 
be very challenging. To prevent drying after the final wash, shake off excess 
solution with forceps (do not blot dry) and immediately wrap the membrane in 
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plastic wrap or seal it in a polyethylene bag. When reprobing, unwrap the array, 
immediately place it in stripping solution, and follow the rest of the protocol 
provided for removing probes. 

8. Because of sequence-dependent hybridization characteristics and variations inher¬ 
ent in any hybridization reaction, array data should be considered semiquantita- 
tive. We strongly recommend that you corroborate the results of your experiment 
using RT-PCR. 
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Plastic Microarrays 

A Novel Array Support Combining the Benefits 
of Macro- and Microarrays 

Alexander Munishkin, Konrad Faulstich, Vissarion Aivazachvili, 
Claire Granger, and Alex Chenchik 

1. Introduction 

Until recently, gene arrays could only be printed on two types of supports: 
nylon membranes or glass slides. Nylon membrane-based arrays allow 
researchers to analyze hundreds of genes in a single experiment using standard 
laboratory equipment. However, the density of genes that can be included on 
a membrane array is limited by the printing resolution. Glass arrays allow for 
a high printing density but can be expensive and require the use of specialized 
equipment. In response, BD Biosciences Clontech has developed a new type 
of array support, the BD Atlas™ Plastic Film, which combines the simplicity of 
nylon arrays with the high gene density of glass arrays. 

1.1. Key Properties of Atlas Plastic Support 

The plastic format has many advantages that make analysis easy and 
accurate. Plastic is nonporous, like glass arrays, which allows printing with 
great precision, resulting in a higher gene density than is possible with a nylon 
membrane (Fig. 1). The nonporous nature of the plastic surface also greatly 
decreases nonspecific binding, producing a clean background with minimal 
washing. Radioactive detection is used for plastic arrays, like nylon arrays, 
enabling the most sensitive detection of gene expression ( 1 ) across the widest 
dynamic range. Also like nylon arrays, plastic arrays require no special equip- 
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Fig. 1. Hybridization of 33 P-labeled antisense oligos to the BD Atlas™ Plastic 
Human 8K Microarray. 


ment for imaging (just a standard phosphorimager). However, Atlas Plastic 
Film is rigid and does not warp when exposed to high washing temperatures, 
so it can be stripped and reprobed several times and still retain its original 
configuration. Since the film does not distort, image analysis is also much 
easier than analysis of data from nylon membrane-based arrays. Additionally, 
the spots on the film’s surface yield a uniform distribution of signal intensity, 
which is critical for accurate automated data processing. 

The BD Atlas Plastic Film is a clear, rigid sheet that requires no further 
treatment before printing and is stable at room temperature for at least a 
year. The BD Atlas™ Plastic Printing Buffer, included in the BD Atlas Plastic 
Printing Kit™, is specifically designed to produce small, uniform spots of a high 
printing density when used with the Plastic Film. The Plastic Printing Buffer 
exhibits minimal evaporation at room temperature, so there is little change in 
nucleic acid concentration over the course of the printing run. Following UV 
crosslinking, the components of the Plastic Printing Buffer simply wash away 
with water, ensuring that nothing interferes with subsequent hybridization 
experiments. 
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1.2. Binding Capacity and Binding Efficiency 

The binding capacity of a given array support is defined as the maximum 
amount of nucleic acid that can be bound. The binding capacity of BD Atlas 
Plastic Film is approx 20 fmol/mm 2 . Binding efficiency can be determined 
either as (1) the amount of nucleic acid that remains bound to the surface (after 
washing) compared with the amount initially applied, or as (2) the amount of 
nucleic acid that remains bound to the surface (after washing) relative to 
the binding capacity. Binding efficiency, relative to the binding capacity of 
the surface, is about 85-90%, when using the protocol given herein. This 
capacity and efficiency result in an acceptable compromise between high signal 
intensities on the array and cost-efficient production. 

1.3. Hybridization Time and Efficiency 

Since BD Atlas Plastic Film is nonporous, the time required for hybridization 
is relatively short. Flybridization kinetics are slower for nylon-membrane 
arrays since the probe must diffuse through the membrane pores. In fact, our 
experimental results have shown that efficient hybridization to plastic arrays 
can be achieved in as little as 3 h. Because of the low background of the plastic 
arrays (low nonspecific adsorption of labeled probe to the surface), the time 
required for washing procedures is minimized as well. Thus, an entire experi¬ 
mental procedure can be performed in a single day, from probe labeling through 
hybridization, washing, and, finally, detection of results. 

1.4. Array Quality and Calibration 

At BD Biosciences Clontech, we have devised methods to test the quality and 
reproducibility of data derived from plastic array hybridization experiments. 
You may wish to incorporate one or both test strategies into the design of your 
plastic array printing and analysis protocol. 

In our experience, plastic arrays printed with long (60-80 base) oligonucle¬ 
otides, “long oligos,” yield superior sensitivity (Figs. 2 and 3). To ensure 
quality, every oligo printed on our premade BD Atlas Plastic Microarrays is 
thoroughly tested to confirm its identity and its ability to produce a strong, 
specific hybridization signal. This analysis consists of antisense hybridization 
experiments. We use a mixture of antisense oligos corresponding to each 
oligo from a particular section of the microarray. These antisense oligos are 
radiolabeled and hybridized to the entire microarray (Fig. 1). Oligos that 
display weak hybridization signals or visible levels of hybridization to other 
fragments on the microarray are redesigned. This test ensures that each oligo 
is capable of producing a strong, specific hybridization signal. Our studies 
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Fig. 2. Expression profiling of normal and diabetic human skeletal muscle using BD 
Atlas Plastic Human 8K Microarrays. Total RNA was isolated from the skeletal 
muscle of a normal (A) or diabetic (B) individual. Ten micrograms of total RNA was 
used to synthesize 33 P-labeled cDNA probes using the BD Atlas Pure Total RNA 
Labeling System (no. K1038-1). Probes were hybridized to separate BD Atlas Plastic 
Microarrays. Microarrays were analyzed by phosphorimaging. 
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indicate that without this test, about 25% of all arrayed oligos would not 
produce a usable hybridization signal. This test also confirms that each oligo 
was synthesized correctly and is arrayed in the correct location. 

Because of the small variations that are inherent in any array manufacturing 
process, comparisons of results generated using arrays that were printed at 
different times have only limited validity. To solve this problem, each lot of 
our premade BD Atlas Plastic Microarrays is individually calibrated, making 
it possible to compare microarrays from different lots. This procedure can 
easily be performed in other array printing facilities. When each new lot of 
microarrays is printed, several microarrays (three from the beginning, middle, 
and end of the printing run) are hybridized with a radiolabeled antisense oligo 
mixture corresponding to all of the genes on the array. The hybridization 
intensity for each oligo on each microarray is determined, and the values 
are averaged for each gene across the tested microarrays to produce a set of 
calibration standards for that lot. This set of calibration standards contains a 
calibration factor for each gene on the array. To compare hybridization results 
for microarrays from different lots, one simply multiplies the hybridization 
intensity for each microarray gene by its factor in the corresponding lot-specific 
set of calibration standards. Note, however, that because microarray stripping 
may slightly alter the oligo content on the plastic, calibration standards should 
not be used to adjust intensity values for reprobed arrays. 

1.5. General Considerations 

The following protocol is a general description of the printing process. 
Because of the variety of arraying devices and pin tools currently available, 
these steps must be optimized for different systems. This protocol is intended 
for printing long oligonucleotide (60-80 bases) arrays. For best results, the 
protocol should be optimized to reflect the length and type of nucleic acids 
being printed. It may be necessary to modify nucleic acid concentration and/or 
UV crosslinking energy. This protocol has not yet been optimized for printing 
cDNA arrays. 

2. Materials 

Unless otherwise noted, all catalog numbers provided are for BD Biosciences 
Clontech products. 

2.1. Microarray Printing Reagents 

2.1.1. Reagents in BD Atlas Plastic Printing Kit 

The kit is available exclusively from BD Biosciences Clontech (cat. no. 
K1846-1). 
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Fig. 3. Differential gene expression detected with BD Atlas Plastic Human 8K 
Microarrays. The images shown are close-up details of the microarrays shown in Fig. 
2. Arrows 1, 2, and 5 indicate genes that are upregulated in normal tissue (A) compared 
with diabetic tissue (B). Arrows 3 and 4 indicate genes that are downregulated in 
diabetic tissue compared with normal. 


1. BD Atlas Plastic Films. Dimensions of each film: 8.25 cm x 12.22 cm x 178 pm. 

2. 8X BD Atlas Plastic Printing Buffer. 

2.1.2. Additional Reagents/Special Equipment 

1. Sterile, nuclease-free Milli-Q H 2 0. 

2. Source plate (we recommend Corning 96- or 384-well V-bottomed microplates). 

3. Adhesive foil sheets for sealing source plate (we recommend Biomek Seal & 
Sample Aluminum Foil Lids, Beckman Coulter, cat. no. 538619). 

4. Microarray printing machine. 
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5. Microarray pins and pin tool (we recommend using solid pins). 

6. Adhesive tape. 

7. Optional: Microseal A Film (cat. no. MSA-5001; MJ Research). 

8. UV crosslinker (we recommend Stratagene’s Stratalinker 2400, cat. no. 400075). 

9. Lint-free tissues (KimWipes Lab Wipes, cat. no. Z188965, Sigma, St. Louis, MO). 

2.2. Reagents for RNA Isolation and Probe Synthesis 

2.2.1. Reagents Provided with BD Atlas™ Pure Total RNA Labeling System 

The labeling system is available exclusively from BD Biosciences Clontech 
(cat. no. K1038-1). 

1. Denaturing solution. 

2. Saturation buffer for phenol. 

3. RNase-free H 2 0. 

4. 2 M NaOAc (pH 4.5). 
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5. 10X Termination mix. 

6. Streptavidin magnetic beads. 

7. IX Binding buffer. 

8. 2X Binding buffer. 

9. IX Reaction buffer. 

10. IX Wash buffer. 

11. DNase I (1 U/|xL). 

12. 1 OX DNase I buffer. 

13. Biotinylated oligo(dT). 

2.2.2. Additional Reagents/Special Equipment 

1. Saturated phenol (store at 4°C). For 160 mL: 100 g of phenol (Sigma cat. no. 
P1037 or Boehringer Mannheim cat. no. 100728). In a fume hood, heat a jar 
of phenol in a 70°C water bath for 30 min or until the phenol is completely 
melted. Add 95 mL of phenol directly to the saturation buffer and mix well. 
Hydroxyquinoline may be added if desired. Aliquot and freeze at -20°C for 
long-term storage. This preparation of saturated phenol will have only one 
phase. 

2. Chloroform (cat. no. C2432 or cat. no. C0549; Sigma). 

3. Isopropanol (cat. no. 19516; Sigma). 

4. Liquid nitrogen or dry ice. 

5. Tissue homogenizer (e.g., Polytron or equivalent). For <200 mg of tissue, use a 
6-mrn probe; for >200 mg of tissue, use a 10-rnm probe. 

6. [a- 33 P]dATP (10 nCi/pL; >2500 Ci/mmol) (cat. no. BF1001; Amersham). Do 
not use Amersham’s Redivue or any other dye-containing isotope. 32 P-labeling is 
not compatible with plastic arrays printed at high density. 

7. Ethanol (reagent grade). 

8. Deionized FLO (Milli-Q-filtered or equivalent; do not use diethylpyrocarbonate- 
treated FLO). 

9. Magnetic particle separator (cat. no. Z5331; Promega, Madison, WI). It is 
important that you use a separator designed for 0.5-mL tubes. 

10. Polypropylene centrifuge tubes: 1.5-mL (cat. no.72-690-051; Sarstedt), 2-rnL 
(cat. no. 16-8105-75; PGC), 15-mL (tubes cat. no. 05-562-10D; caps cat. no. 
05-562-1 IE; Fisher), and 50-mL (tubes with caps cat. no. 05-529-ID; Fisher). 
Fifteen-mL and 50-mL tubes should be sterilized with 1% sodium dodecyl sulfate 
(SDS) and ethanol before use. 

11. 10X dNTP mix (for dATP label) (40 uM dATP; 5 m M each of dCTP, dGTP, 
dTTP). 

12. 1 OX Random primer mix (N-15). 

13. BD PowerScripl ” Reverse Transcriptase and 5X BD PowerScript Reaction 
Buffer (available exclusively from BD Biosciences Clontech; cat. no. 8460-1). If 
desired, you may also use the wild-type Moloney murine leukemia virus reverse 
transcriptase (MMLV RT) provided with the BD Atlas Pure Kit; however, you 
should use the same enzyme to label all probes that will be directly compared. 
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Ensure that you use the correct 5X reaction buffer. For MMLV use 5X MMLV 
reaction buffer: 250 mM Tris-HCl (pH 8.3), 375 m M KC1, 15 m M MgCl 2 . 

14. Dithiothreitol (DTT) (100 mM). 

15. NucleoSpin® Extraction Kit (cat. no. K3051-1): NucleoSpin extraction spin 
columns, 2-mL collection tubes, buffer NT2, buffer NT3 (add 95% ethanol 
before use as specified on the label), buffer NE. 

2.3. Reagents for Hybridization and Stripping 
of Plastic Microarrays 

1. BD PlasticHyb™ hybridization solution (available exclusively from BD Biosci¬ 
ences Clontech; cat. no. 8017-1). 

2. BD Atlas™ Plastic Array Hybridization Box (cat. no. 7930-1): Alternatively, any 
plastic box that closely matches the dimensions of the plastic film may be used. 

3. Optional: 10X denaturing solution (1 M NaOH, 10 m M EDTA) (see Subhead¬ 
ing 3.5.). 

4. Optional: 2X neutralizing solution (1 M NaH 2 P0 4 [pH 7.0]): 27.6 g of 
NaH 2 P0 4 *H 2 0. Add 190 mL of H 2 0, adjust the pH to 7.0 with 10 N NaOH 
if necessary, and add H 2 0 to 200 mL. Store at room temperature (see Subhead¬ 
ing 3.5.). 

5. 20X Saline sodium citrate (SSC): 175.3 g of NaCl, 88.2 g of Na 3 citrate*2H 2 0. 
Add 900 mL of H 2 0, adjust the pH to 7.0 with 1 M HC1 if necessary, and add 
H 2 0 to 1 L. Store at room temperature. 

6. 20% SDS: 200 g of SDS. Add H 2 0 to 1 L and heat to 65°C to dissolve. Store 
at room temperature. 

7. High-salt wash solution: 2X SSC, 0.1% SDS. 

8. Low salt wash solution 1: 0.1X SSC, 0.1% SDS. 

9. Low salt wash solution 2: 0.1X SSC. 

10. 0.1 M Na 2 C0 3 . (No pH adjustment is required; ensure that you do not inadver¬ 
tently use NaHC0 3 .) 

3. Methods 

3.1. Printing of Plastic Arrays 

The BD Atlas Plastic Film can be used to print single-stranded nucleic 
acid (oligonucleotide or RNA) microarrays. When constructing the plastic 
microarrays produced at BD Biosciences Clontech, we have found that “long 
oligos,” 60-80 base oligonucleotides, produce the best results. Oligos in this 
size range combine the high hybridization efficiency of a cDNA fragment 
with a short oligo’s ability to distinguish homologous genes. Long oligos are 
perfect for higher-density expression profiling experiments in which it becomes 
necessary to array highly homologous genes. 

Each BD Atlas Plastic Film can be printed with as many as 40,000 target 
oligos. Depending on your experimental needs, you may wish to include 
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negative controls, such as genomic DNA, phage lambda DNA, or yeast DNA, 
depending on your system. Some researchers also choose to include oligos 
representing certain housekeeping genes, known to be highly expressed in their 
experimental samples, to serve as positive controls. 

3.1.1. Preparation of Printing Mixture 

1. In individual wells of the source plate, dilute each oligo to a total volume of 
21 iiL using sterile, nuclease-free H 2 0. The final concentration of each oligo 
should be in the range of 10-50 uM. 

2. Add 3 pL of 8X BD Atlas Plastic Printing Buffer to each well of the source 
plate. Mix by carefully pipeting up and down. Alternatively, seal the plate with 
adhesive aluminum foil, and then vortex carefully (we recommend using a 
benchtop vortex mixer with a flat pad). Centrifuge the plate briefly in a benchtop 
centrifuge to collect liquid at the bottom of the wells. This volume is sufficient for 
printing at least 100 arrays (or up to 300 arrays using 0.2-um solid pins). 

3.1.2. Printing of BD Atlas Plastic Film 

If necessary, the BD Atlas Plastic Film can be trimmed or cut to size before 
printing. 

1. Remove the protective sheet from the surface of the BD Atlas Plastic Film (see 
Note 1). The film must be handled with care from this point onward, in order to 
avoid scratching or otherwise damaging the film. 

2. Place the BD Atlas Plastic Film in your arraying device, along with the source plate. 
If necessary, remove the seal from the source plate. Ensure that the dull (nonshiny) 
side of the BD Atlas Plastic Film is facing up. The printing surface is facing up 
when the imprinted code can be read. Plastic films must be fixed firmly to a solid 
support before printing. This can be accomplished by taping each film down with 
adhesive tape, ensuring that the tape does not overlap the edge of the BD Atlas 
Plastic Film by more than 5 mm (see Note 2). We recommend that films be fixed 
to a tray that is small enough to be transferred subsequently to a UV crosslinker. If 
necessary, the film can be fixed directly to the floor of the arraying device. 

3. Begin the printing process according to the manufacturer’s instructions. Humidity 
adjustments are not critical since the BD Atlas Plastic Printing Buffer exhibits 
minimal evaporation at room temperature. 

4. Once printing is complete, remove the printed film carefully from the arrayer, 
keeping the array perfectly horizontal. If the film is fixed to the floor of the 
arraying device, remove the adhesive tape from the film with extreme care, such 
that the array is not disturbed. The freshly printed spots remain liquid, so it is 
critical that the newly printed array not be bent, twisted, or tilted to prevent 
displacement of the individual spots. 

5. Place the plastic array in a UV crosslinker, with the printed side facing up. 
Crosslink using an energy of 150 mJ/cm 2 (1500 x 100 uJ/cm 2 ; this is roughly 
equivalent to 25-45 s for most UV crosslinking devices). If the tray of the arrayer 
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Table 1 

Reagents for RNA Isolation from Tissues 




Weight of tissue 


10-100 mg 

100-300 mg 300 

-600 mg 

0.6-1.0 g 

Recommended tube size (mL) 

2x2 

15 

50 

50 

Denaturing solution (mL) 

1.0 

3.0 

6.0 

10.0 

Saturated phenol (mL) 

2.0 

6.0 

12.0 

20.0 

Chloroform (mL) 

0.6 

1.8 

3.6 

6.0 

Saturated phenol (2nd round) (mL) 

1.6 

4.8 

9.6 

16.0 

Chloroform (2nd round) (mL) 

0.6 

1.8 

3.6 

6.0 

Isopropanol (mL) 

2.0 

6.0 

12.0 

20.0 

80% EtOH wash (mL) 

1.0 

3.0 

6.0 

10.0 


is small enough, the entire tray plus the plastic array should be placed in the 
UV crosslinker. 

6. Remove the plastic array from the UV crosslinker. If still fixed to the tray, carefully 
detach the array. Rinse the film in sterile H 2 0 for 20 s, using gentle agitation. 

7. Remove the array slowly from the H 2 0. Let as much liquid as possible drain away 
before placing the array flat on lint-free tissues to air-dry at room temperature 
for 10-30 min. 

8. Once the array is dry, store at room temperature, away from light, until you are 
ready to proceed with hybridization. 

3.2. RNA Isolation 

3.2.1. RNA Isolation from Tissues 

Conical 50-mL tubes can break under forces >10,000g. We recommend 
using sterile 15- and 50-mL round-bottomed polypropylene centrifuge tubes 
at all times. 

1. Harvest the tissue; use immediately or flash freeze in liquid nitrogen and store 
at -70°C. Important: When working with frozen tissue, be sure to keep the 
tissue frozen until you add the denaturing solution. Even partial thawing can 
result in RNA degradation. Perform all necessary manipulations on dry ice or 
liquid nitrogen. 

2. Cut or crush the tissue into small pieces (<1 cm 3 ). When working with frozen 
tissue, prechill a mortar and pestle with liquid nitrogen, fill the mortar with liquid 
nitrogen, and break frozen tissue into smaller pieces. 

3. Weigh out the tissue in a prechilled, sterile tube. See Table 1 for the appropriate 
tube size. 

4. Add the appropriate volume (see Table 1) of denaturing solution. Ensure that 
you add at least 1 mL/100 mg of tissue. 
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5. Grind the sample at 0-4°C using a tissue homogenizer (e.g., Polytron or equiva¬ 
lent) at the maximum setting for 1 to 2 min or until completely homogenized. 

6. Incubate on ice for 5-10 min. 

7. Vortex the sample thoroughly. Centrifuge the homogenate at 15,000c,' for 5 min 
at 4°C to remove cellular debris. 

8. Transfer the entire supernatant to a new centrifuge tube(s). Avoid pipeting the 
insoluble upper layer, if present. 

9. Add the appropriate volume (see Table 1) of saturated phenol. 

10. Cap the tubes securely and vortex for 1 min. Incubate on ice for 5 min. 

11. Add the appropriate volume (see Table 1) of chloroform. 

12. Shake the sample and vortex vigorously for 1 to 2 min. Incubate on ice for 
5 min. 

13. Centrifuge the homogenate at 15,000g for 10 min at 4°C. 

14. Transfer the upper aqueous phase containing the RNA to a new tube. Take care 
not to pipet any material from the white interface or lower organic phase. 

15. Perform a second round of phenol:chloroform extraction, using the amounts 
shown in Table 1 for “2nd round” (see Note 3). Repeat steps 9-14. 

16. Transfer the upper phase to a new tube. Avoid touching the interface. 

17. Add the appropriate volume (see Table 1) of isopropanol. Add slowly, mixing 
occasionally as you add it. 

18. Mix the solution well and incubate on ice for 10 min. 

19. Centrifuge the samples at 15,000g for 15 min at 4°C. 

20. Quickly remove the supernatant without disturbing the RNA pellet. 

2 1 . Add the appropriate volume (see Table 1) of 80% ethanol. 

22. Centrifuge at 15,000g for 5 min at 4°C. Quickly and carefully discard the 
supernatant. 

23. Air-dry the pellet. 

24. Resuspend the pellet in enough RNase-free H 2 0 to ensure an RNA concentration 
of 1 to 2 Lig/uL. Refer to Table 3 for approximate yields. 

25. Allow the pellet to soak, and then resuspend thoroughly by tapping the tube 
and pipeting. 

26. Set aside a 2-iiL aliquot to compare with the RNA sample following DNase 
treatment (see Subheading 3.2.3.). Store the RNA samples at -70°C until ready 
to proceed with DNase treatment (see Note 4). 

3.2.2. RNA Isolation from Cultured Cells 

Conical 50-mL tubes can break under forces >10,000g. We recommend 
using sterile 15- and 50-mL round-bottomed polypropylene centrifuge tubes 
at all times. 

1. Transfer the cultured cells to a sterile tube. See Table 2 for the appropriate 
tube size. 

2. Centrifuge at 500g for 5 min at 4°C. Discard the supernatant. 
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Table 2 

Reagents for RNA Isolation from Cultured Cells 




Cell number 


10 6 -10 7 

1-3 x 10 7 

3-6 x 10 7 

6-10 x 10 7 

Tube size (mL) 

2x2 

15 

50 

50 

Denaturing solution (mL) 

1.0 

3.0 

6.0 

10.0 

Saturated phenol (mL) 

2.0 

6.0 

12.0 

20.0 

Chloroform (mL) 

0.6 

1.8 

3.6 

6.0 

Saturated phenol (2nd round) (mL) 

1.6 

4.8 

9.6 

16.0 

Chloroform (2nd round) (mL) 

0.6 

1.8 

3.6 

6.0 

Isopropanol (mL) 

2.0 

6.0 

12.0 

20.0 

80% EtOH wash (mL) 

1.0 

3.0 

6.0 

10.0 


3. Use the cells immediately, or flash freeze in liquid nitrogen and store at -70°C. 
Important: When working with frozen cells, be sure to keep the cells frozen 
until you add the denaturing solution. Even partial thawing can result in RNA 
degradation. Perform all necessary manipulations on dry ice or liquid nitrogen. 

4. Add the appropriate volume ( see Table 2) of denaturing solution. 

5. Pipet up and down vigorously and vortex well until the cell pellet is completely 
resuspended. 

6. Incubate on ice for 5-10 min. 

7. Vortex well. Centrifuge the homogenate at 15,000g for 5 min at 4°C to remove 
cellular debris. 

8. Transfer the entire supernatant to a new centrifuge tube(s). Avoid pipeting the 
insoluble upper layer, if present. 

9. Add the appropriate volume ( see Table 2) of saturated phenol. 

10. Cap the tubes securely and vortex for 1 min. Incubate on ice for 5 min. 

11 . Add the appropriate volume ( see Table 2) of chloroform. 

12. Shake the sample and vortex vigorously for 1 to 2 min. Incubate on ice for 5 min. 

13. Centrifuge the homogenate at 15,000g for 10 min at 4°C. 

14. Transfer the upper aqueous phase containing the RNA to a new tube. Take care 
not to pipet any material from the white interface or lower organic phase. 

15. Perform a second round of phenol:chloroform extraction, using the amounts 
shown in Table 2 for “2nd round” ( see Note 3). Repeat steps 9-14. 

16. Transfer the upper phase to a new tube. Avoid touching the interface. 

17. Slowly add the appropriate volume ( see Table 2) of isopropanol, mixing 
occasionally as you add it. 

18. Mix the solution well and incubate on ice for 10 min. 

19. Centrifuge the sample at 15,000g for 15 min at 4°C. 

20. Quickly remove the supernatant without disturbing the RNA pellet. 
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Table 3 

Representative Total RNA Yields 


Tissue/cell source 

Amount of 
starting material 

Yield of total 
RNA (pg) 

Yield after DNase 
(70% recovery) (pg) 

Rat liver 

100 mg 

600 

420 

Rat skeletal muscle 

100 mg 

90 

60 

Mouse brain 

100 mg 

125 

90 

Mouse spleen 

100 mg 

245 

170 

Mouse testes 

100 mg 

240 

170 

Mouse thymus 

100 mg 

85 

60 

Human cerebellum 

100 mg 

85 

60 

Human prostate tumor 

100 mg 

100 

70 

MCF-7 cell line 

1 x 10 7 cells 

70 

50 

Mouse fibroblasts 

1 x 10 7 cells 

800 

560 

U251 cell line 

1 x 10 7 cells 

95 

65 


21. Add the appropriate volume (see Table 2) of 80% ethanol. 

22. Centrifuge at 15,000g for 5 min at 4°C. Quickly and carefully discard the 
supernatant. 

23. Air-dry the pellet. 

24. Resuspend the pellet in enough RNase-free H 2 0 to ensure an RNA concentration 
of 1 to 2 pig/piL. Refer to Table 3 for approximate yields. 

25. Allow the pellet to soak, and then resuspend thoroughly by tapping the tube 
and pipeting. 

26. Set aside a 2-pL aliquot to compare with the RNA sample following DNase 
treatment. Store RNA samples at -70°C until ready to proceed with DNase 
treatment (see Note 4). 

3.2.3. DNase Treatment 

DNase treatment of RNA may improve the quality of results for some 
samples. We recommend performing this procedure to troubleshoot poor 
hybridization results or if you suspect your samples are contaminated with 
DNA. The following protocol describes DNase I treatment of 0.5 mg of total 
RNA prior to purification of poly A + RNA. If you are starting with more or 
less than 0.5 mg, adjust all volumes proportionally. 

1. Combine the following reagents in a 1.5-mL microcentrifuge tube for each 
sample (you may scale up or down accordingly): 500 pL of total RNA (1 mg/mL), 
100 pL of 10X DNase I buffer, 50 pL of DNase I (1 U/pL), and 350 pL of 
deionized H 2 0, for a total volume of 1.0 mL. Mix well by pipeting. 

2. Incubate the reactions at 37°C for 30 min in an air incubator. 
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3. Add 100 pL of 10X termination mix and mix well by pipeting. 

4. Split each reaction into two 1.5-mL microcentrifuge tubes (550 pL/tube). 

5. Add 500 pL of saturated phenol and 300 pL of chloroform to each tube and 
vortex thoroughly. 

6. Centrifuge at 16,000g for 10 min at 4°C to separate the phases. 

7. Carefully transfer the top aqueous layer to a fresh 1.5-mL microcentrifuge tube. 
Avoid pipeting any material from the interface or lower phase. 

8. Add 550 pL of chloroform to the aqueous layer and vortex thoroughly. 

9. Centrifuge at 16,000g for 10 min at 4°C to separate the phases. 

10. Carefully remove the top aqueous layer and place in a 2.0-mL microcentrifuge 
tube. 

11. Add 1/10 vol (50 pL) of 2 M NaOAc and 2.5 vol (1.5 mL) of 95% ethanol. If 
treating <20 pg of total RNA, add 20 pg of glycogen. 

12. Vortex the mixture thoroughly; incubate on ice for 10 min. 

13. Spin in a microcentrifuge at 16,000g for 15 min at 4°C. 

14. Carefully remove the supernatant and any traces of ethanol. 

15. Gently overlay the pellet with 500 pL of 80% ethanol. 

16. Centrifuge at 16,000g for 5 min at 4°C. 

17. Carefully remove the supernatant. 

18. Air-dry the pellet for approx 10 min or until the pellet is dry. 

19. Dissolve the precipitate in 250 pL of RNase-free H 2 0 and assess the yield and 
purity of the RNA as described in Subheading 3.3. Alternatively, store the 
RNA at -70°C. 

3.3. Assessment of RNA Yield and Quality (see Table 3) 

3.3.1. Calculation of the t\ 2 eo ^ 28 o Ratio 

Pure RNA solutions exhibit a ratio of 1.9-2.1. 

3.3.2. Gel Electrophoresis 

Electrophorese 1 to 2 pg of total RNA on a 1% denaturing agarose gel. 
Examine the gel when the dye has migrated 3 to 4 cm from the wells. Total 
RNA from mammalian sources should appear as two bright bands (28S and 18S 
RNA) at approx 4.5 and 1.9 kb (see Note 5). The ratio of intensities of the 28S 
and 18S rRNA bands should be 1.5-2.5:1. Lower ratios indicate degradation. 
You may also see additional bands or a smear lower than the 18S rRNA band, 
including very small bands corresponding to 5S rRNA and tRNA. 

3.3.3. Testing for DNA Contamination by Polymerase Chain Reaction 

A simple test for genomic DNA contamination is to use the total RNA 
directly as a template in a polymerase chain reaction (PCR) reaction with 
primers for any well-characterized gene (e.g., actin or G3PDH). Select primers 
that will amplify a genomic DNA fragment <1 kb. Be careful that the primers 



46 


Munishkin et al. 


are not separated by a long intron. If this reaction produces bands that are 
visible on an agarose/ethidium bromide (EtBr) gel, the RNA almost certainly 
contains genomic DNA. As a positive control, use different concentrations of 
genomic DNA as a template for PCR. This control will allow you to determine 
the approximate percentage of DNA impurities in the RNA sample. For a 
successful experiment, the RNA should contain <0.001% genomic DNA or 
produce no visible PCR product after 35 cycles. 

3.4. Poly A + Enrichment and Probe Synthesis (see Note 6) 

3.4.1. Preparation of Streptavidin Magnetic Beads 

1. Resuspend the magnetic beads by inverting and gently tapping the tube. 

2. Aliquot 15 pL of beads per probe synthesis reaction into one 0.5-rnL tube. 

3. Separate the beads on a magnetic particle separator. 

4. Pipet off and discard the supernatant. 

5. Wash the beads with 150 pL of IX binding buffer; pipet up and down. 

6. Separate the beads on the magnetic particle separator. 

7. Pipet off and discard the supernatant. 

8. Repeat steps 5-7 three times. 

9. Resuspend the beads in 15 pL of IX binding buffer per reaction. 

3.4.2. Poly A + RNA Enrichment 

It is extremely important that you do not pause between any of these steps. 

1. Preheat a PCR thermal cycler to 70°C. 

2. Aliquot 10-50 pg of total RNA into a 0.5-mL tube (see Note 7). 

3. Add deionized H 2 0 to 45 pL. 

4. Add 1 pL of biotinylated oligo(dT), and then thoroughly mix by pipeting. 

5. Incubate at 70°C for 2 min in the preheated thermal cycler. 

6. Remove from heat and cool at room temperature for 10 min. 

7. Add 45 pL of 2X binding buffer and mix well by pipeting. 

8. Resuspend the washed beads by pipeting up and down, and add 15 pL to each 
RNA sample. 

9. Mix on a vortexer or shaker at 1500 rpm for 25-30 min at room temperature. 
Ensure that the beads remain suspended. Do not exceed 30 min. 

10. Separate the beads using the magnetic separator. Carefully pipet off and discard 
the supernatant. 

11. Gently resuspend the beads in 50 pL of IX wash buffer. 

12. Being careful not to lose particles, separate the beads and then pipet off and 
discard the supernatant. 

13. Repeat steps 11 and 12 one time. 

14. Gently resuspend the beads in 50 pL of IX reaction buffer. 
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15. Separate the beads and then pipet off and discard the supernatant. 

16. Resuspend the beads in 3 pL of dH 2 0. 

3.4.3. cDNA Probe Synthesis 

1. Prepare a master mix for all labeling reactions plus one extra reaction to ensure 
that you have sufficient volume. Combine the following (per reaction) in a 
0.5-mL microcentrifuge tube at room temperature (see Note 8): 4 pL of 5X BD 
PowerScript reaction buffer, 2 pL of 10X dNTP mix (for dATP label), 7 pL of 
[a- 33 P]dATP (>2500 Ci/mmol, 10 pCi/pL), and 1.5 pL of DTT (100 m M), for 
a total volume of 11.5 pL. 

2. Preheat a PCR thermal cycler to 65°C. 

3. Add 4 pL of 10X random primer mix to the resuspended beads. Mix well by 
pipeting. 

4. Incubate the beads and primer mix in the preheated thermal cycler at 65°C 
for 3 min. 

5. Reduce the temperature of the thermal cycler to 42°C; incubate the tubes for 
2 min. During this incubation, add 2 pL of BD PowerScript Reverse Transcriptase 
per reaction to the master mix (see Note 8). Mix by pipeting, and keep the master 
mix at room temperature. 

6. After completion of the 2-min incubation at 42°C, add 13.5 pL of master mix 
to each reaction tube. Mix the contents of the tubes thoroughly by pipeting, and 
immediately return them to the thermal cycler. 

7. Incubate the tubes at 42°C for 30 min. 

8. Add 2 pL of 10X termination mix, and mix well. 

9. Dilute the probe synthesis reactions to a 200-pL total volume with buffer NT2; 
mix well by pipeting. Separate the beads and pipet the supernatant (approx 20 pL) 
into 180 pL of buffer NT2. 

10. Place a NucleoSpin extraction spin column into a 2-mL collection tube, and pipet 
the sample into the column. Centrifuge at 16,000g for 1 min. Discard the collection 
tube and flowthrough into the appropriate container for radioactive waste. 

11. Insert the NucleoSpin column into a fresh 2-mL collection tube. Add 400 pL of 
buffer NT3 to the column. Centrifuge at 16,000g for 1 min. Discard the collection 
tube and flowthrough. 

12. Repeat step 11 twice. 

13. Transfer the NucleoSpin column to a clean 1.5-mL microcentrifuge tube. Add 
100 pL of buffer NE, and allow the column to soak for 2 min. 

14. Centrifuge at 16,000g for 1 min to elute the purified probe. 

15. Check the radioactivity of the probe by scintillation counting: 

a. Add 5 pL of each purified probe to 5 mL of scintillation fluid in separate 
scintillation-counter vials. 

b. Count the samples on the 33 P channel. Multiply the counts by a dilution factor 
of 20. Probes should yield a total of 5-25 x 10 6 cpm. 



48 


Munishkin et al. 


16. Discard the flowthrough fractions, columns, and elution tubes in the appropriate 
container for radioactive waste. 

3.5. Hybridization of cDNA Probes to Plastic Mic roar ray 

The hybridization procedure described next is optimized for use with the 
BD Atlas Plastic Array Hybridization Box. Use of this hybridization box, or 
an equivalent container, is strongly recommended to ensure that the array is 
kept flat during the experiment. 

• As a general rule for any hybridization vessel, ensure that there is sufficient BD 
PlasticHyb hybridization solution to completely bathe the microarray. 

• Ensure that the printed surface of the microarray is facing up. 

• Ensure that the box is well sealed and continuously agitated on a rocking platform 
during all steps. 

1. Fill a hybridization box approx 80% full with H 2 0 and warm to 55-60°C. Also 
prewarm 30 mL of BD PlasticHyb hybridization solution at 60°C in a separate 
container. 

2. Carefully place the microarray into the hybridization box containing the pre¬ 
warmed H 2 0, with the printed surface facing up. 

3. Pour off the H 2 0 and replace with 15 mL of prewarmed hybridization solution. 
Firmly attach the lid. 

4. Rock the microarray for 10-30 min at 60°C. 

5. To prepare your probe for hybridization, incubate the probe in a boiling 
(95-100°C) water bath for 2 min. Then incubate on ice for 2 min. If desired, Step 
6 can be performed as an alternative to heat denaturation. 

6. Optional: We find that boiling is adequate to denature probes; however, if 
you prefer an alkaline denaturing procedure, you may use the following steps 
instead: 

a. Mix: 

labeled probe (entire sample) approx 100 pL 

10X denaturing solution (1 M NaOH, 10 mM EDTA) approx 11 pL 

(or 1/10 Total Volume) 

Total Volume 

b. Incubate at 68°C for 20 min. 

c. Add the following to your denatured probe: 

2X neutralizing solution (1 M NaH 2 P0 4 [pH 7.0]) 

(or 1/2 Total Volume) 

Total Volume approx 230 pL 

d. Continue incubating at 68°C for 10 min. 

7. Combine the denatured probe with 15 mL of prewarmed hybridization solution 
in a disposable 50-mL or 15-mL plastic tube. Make sure that the two solutions 
are thoroughly mixed together. 


approx 111 pL 

approx 115 pL 
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8. Carefully pour off the pre-rinsing solution from the microarray, and add the 
denatured probe prepared in Step 7 to the microarray. Ensure that the printed 
surface is facing up. Firmly attach the lid. 

9. Hybridize overnight with continuous rocking at 60°C. Ensure that all regions of 
the plastic are in contact with the hybridization solution at all times. Full coverage 
is critical because the plastic is nonporous and does not absorb liquid. 

10. The next day, prewarm 300 mL of high salt wash solution (2X SSC, 0.1% SDS), 
and 300 mL of low salt wash solution 1 (0.1X SSC, 0.1% SDS) to 58-60°C. Fill a 
500 mL beaker with room-temperature low salt wash solution 2 (0.1X SSC). 

11. Open the box containing your hybridizing microarray. Leaving the microarray 
inside the box, carefully pour off the hybridization solution into an appropriate 
container for radioactive waste. Immediately fill the box with 40-50 mL pre¬ 
warmed high salt wash solution. Do not allow the microarray to dry. Do not allow 
the box or the wash solution to cool. Reattach the lid and rock for 5 min at 58°C 
to remove residual radioactive probe. Discard the wash solution. 

12. Repeat step 11 one time. 

13. After pouring off the second high salt wash, fill the hybridization box with 
40-50 mL prewarmed low salt wash solution 1 (from step 10). Wash the micro¬ 
array in a 58°C incubator for 5 min. 

14. Repeat step 13 one time. 

15. Reduce the temperature of the hybridization oven to 25-30°C. Pour off the 
wash solution, and fill the box to approximately 80% capacity (40-50 mL) with 
room-temperature low salt wash solution 2 (0.1X SSC). Rock the microarray 
for 5 min. 

16. Remove the microarray from the hybridization box using forceps. Immediately 
transfer the microarray to the beaker of room-temperature low salt wash solution 
2 (0.1X SSC). Rinse the microarray by dipping it several times into the wash 
solution. 

17. Remove the microarray from the beaker of low salt wash solution very slowly, 
allowing the wash solution to drain off the surface. Usually, only small droplets 
of wash solution will remain on the microarray after this step. If large droplets 
are present, dip the microarray into the low salt bath and slowly remove it again. 
If large droplets still remain, they can be removed by absorption with a dust- 
free tissue. Failure to remove these large droplets can cause “plaques” in the 
microarray image. 

18. Allow the microarray to air-dry completely (about 5-10 min). Do not use a 
heating device to rapidly dry the microarray. 

19. Expose the printed surface of the microarray to a phosphorimaging screen suit¬ 
able for 33 P detection. If for any reason the plastic is warped, affix the microarray 
to the phosphorimaging cassette with adhesive tape along the entire length of 
the microarray edges. Ensure complete contact with the phosphorimager screen. 
Do not cover the microarray with plastic wrap. Typical exposure times range 
from 12-72 h, but longer exposures can be performed, as necessary. When the 
exposure is complete, scan the phosphorimager screen at a resolution of <50 pm 
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(see Note 9). The resolution may need to be optimized for arrays with different 
printing parameters. Following exposure, proceed directly to stripping or store 
the microarray at room temperature in the dark. 

3.6. Stripping of cDNA Probes from Atlas Plastic Microarray 

To reuse a plastic array after phosphorimaging, you may remove the cDNA 
probe by stripping. For successful stripping, microarrays must be stored at 
room temperature in the dark at all times following hybridization and analysis. 
For best results, strip the array as soon as possible after completing exposure. 

1. Preheat 40 mL of 0.1 M Na 2 CCL to 80°C in a BD Atlas Plastic Array Hybridiza¬ 
tion Box. 

2. Insert the microarray into the box with the printed surface facing down. Ensure 
that no large bubbles are trapped under the array, and attach the lid. Incubate at 
80°C for 10 min (or up to 20 min) on a plate vortexor. 

3. Remove the microarray from the solution and immediately rinse it in a bath of 
room temperature deionized H 2 0. 

4. Allow the microarray to air-dry completely. At this stage, it is not critical to 
remove all H 2 0 droplets before drying. 

5. Check the efficiency of stripping with a Geiger hand counter and by exposure 
to a phosphorimaging screen. If radioactivity can still be detected, repeat the 
stripping procedure (steps 1-4). Spots producing very strong signals may still 
be detectable after stripping (see Note 10). 

6. Store the microarray at room temperature in the dark until needed. 

3.7. Interpretation of Results 

3.7.1. Sensitivity of Detection and Signal Resolution 

After hybridization and washing, we recommend that you perform a “trial 
run” exposure of the plastic microarrays to a phosphorimaging screen. This 
will allow you to assess the sensitivity and quality of the hybridization pattern 
so that you can determine the optimal exposure time for the experiment. As 
long as the RNA is of high quality, the signals corresponding to medium- to 
high-abundance mRNAs (0.05-0.5% of poly A + RNA) can be easily detected 
after several hours or an overnight exposure (see Note 11). Rare- to medium- 
abundance mRNAs can sometimes be seen after overnight exposures. However, 
longer exposures may be required. The exact number of hybridization signals 
observed depends on the complexity of the experimental RNA sample and 
may differ by severalfold. The practical limit for sensitivity is the level of 
background generated by nonspecific hybridization of the probe to the plastic 
support. Longer exposure times (>7 d) are useful only if the background level 
is low. Some samples may produce signals that are similar or even higher in 
intensity than the abundant housekeeping genes. After an overnight exposure 
with 33 P-labeled probes, you should observe signals for the most abundant 
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housekeeping genes, including ubiquitin, phospholipase A 2 , a-tubulin, (3-actin, 
and G3PDH. These genes are expressed at about 0.1-0.5% abundance in 
mammalian tissues or cells and can be used as universal positive controls, if 
included on the array. Note that the ratio of intensities of signals for different 
housekeeping genes may differ by two- to fivefold for different tissues or cells. 
After overnight exposure, one generally does not see hybridization with blank 
regions of the plastic or with any negative controls, if present, on the array. If 
you observe non-specific background in the form of a sprinkle-like pattern of 
small dots, see Note 12. If you observe hybridization for the negative controls, 
see Note 13 for recommendations on reducing nonspecific hybridization. 

Another important factor in signal detection is signal resolution. If you obtain 
“fuzzy” hybridization signals, the problem may be that the microarray was 
not in complete, even contact with the phosphorimager screen (see Note 14). 
Poor signal resolution may also be owing to irregular spot morphology. See 
Note 15 for possible causes and solutions. 

3.7.2. Normalization of Hybridization Signals 

The best approach for comparing hybridization signals for different samples 
is to equalize the intensity of the hybridization signals by adjusting exposure 
times. If one array is uniformly darker than the other, adjust the exposure time 
of one array until the overall signal is approximately the same on both arrays. 
The most common reason for different overall hybridization intensities is the 
quality of RNA samples used to prepare the hybridization probes. For more 
details about RNA quality, refer to Notes 4, 5, and 7. In our experience, it is 
most effective and convenient to normalize arrays based on the overall signal 
from all genes on the array. 

As an alternative to normalization based on the overall level of signal, some 
researchers prefer to identify one or more housekeeping genes that generate equally 
intense hybridization signals for both samples being compared. This house¬ 
keeping gene or genes can then serve as a normalization standard. In cells or tissues 
that are closely related—i.e., where only a few genes change their expression 
levels—the expression of housekeeping genes generally remains constant. How¬ 
ever, the expression levels of individual housekeeping genes may vary depending 
on your experimental system, especially if different tissues are being compared. 

4. Notes 

1. Affixing a small piece of adhesive tape to the comer of the protective sheet as a 
“handle” may make it easier to peel the sheet back from the surface of the film. 

2. If using a tray, a MicroSeal A Film with both protective sheets removed can also be 
used to create an adhesive “pad” under the Atlas Plastic Film (see Subheading 
2 . 1 . 2 .). 
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3. For very RNase-rich samples (e.g., pancreas, liver, spleen), we recommend that 
you perform a third or fourth round of phenol: chloroform extraction. 

4. Impurities in RNA samples can inhibit RT. In this case, you may need to perform 
additional steps to purify the total RNA starting material. Try treating the total 
RNA twice with phenol: chloroform and once with chloroform, followed by 
precipitation with 1/10 vol of 2 M NaOAc (pH 4.5) and 2.5 vol of ethanol. This 
will help ensure the removal of any protein and other impurities that may not 
have been removed effectively during initial RNA purification. You can perform 
additional RNA purification methods such as CsCl centrifugation or gel filtration, 
if necessary. Such procedures should be optimized for each particular tissue/cell 
type separately. 

5. If, on a denaturing formaldehyde/agarose/EtBr gel, the total RNA appears as a 
smear that is no larger than 2 kb, the RNA may be degraded. If this is the case, 
we suggest that you prepare fresh RNA after checking the purification reagents 
for RNase or other impurities. If problems persist, you may need to find another 
source of tissue/cells. 

6. Be sure to work through the enrichment/probe synthesis steps quickly, without 
pausing. Additionally, to help reduce any chance of RNA degradation, you may 
add 100 U of Ambion’s ANTI-RNase (cat. no. 2692) after adding magnetic 
beads to the sample. 

7. For synthesizing probes with the highest sensitivity, we recommend using as 
much RNA as possible, up to the 50-pg limit. 

8. If desired, you may use the wild-type MMLV RT provided with the BD Atlas 
Pure Kit instead; however, you should use the same enzyme to label all probes 
that will be directly compared. Ensure that you use the correct 5X reaction 
buffer. 

9. We routinely use a phosphorimager at 25-50 pm resolution. However, the 
required resolution may vary depending on the specific printing parameters. 

10. If you cannot successfully strip probe from the microarray, use the following 
guidelines to troubleshoot: 

a. Microarray stored incorrectly: Avoid exposure to sunlight and do not expose 
to temperatures higher than room temperature. 

b. Microarray inappropriately heated: Do not use a heating device to dry the 
plastic surface after hybridization. 

c. Old or incorrect stripping solution: Make fresh stripping solution ensuring 
the correct composition as described in Subheading 2.3. 

d. Microarray not fully bathed during stripping: Ensure that the microarray is 
covered at all times during stripping. 

e. Plastic microarrays should be stripped as soon as possible. After several weeks 
of storage, stripping may be difficult. 

11. Because of sequence-dependent hybridization characteristics and variations inher¬ 
ent in any hybridization reaction, array data should be considered semiquantita- 
tive. We strongly recommend that you corroborate the results of your experiment 
using RT-PCR. 
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12. If you observe non-specific background in the form of a sprinkle-like pattern of 
small dots, your RNA may not be of sufficient quality. Sometimes this background 
pattern is misinterpreted as a printing error. To eliminate this problem, we 
strongly recommend using the spin columns provided in the NucleoSpin® RNA 
II Kit (cat. no. K3064-1) to purify your RNA, even if the sample was isolated 
using another method. 

13. Several factors may account for high levels of nonspecific background: 

a. The printed microarray surface did not remain adequately covered with 
hybridization or wash solution. 

b. The microarray may have partially dried before washing was completed. Work 
swiftly to ensure that the microarray does not dry between washing steps. 

c. The radiolabeled nucleotide was too old. If the 33 P-dATP you used for labeling 
was older than 2 wk, make a new probe with fresh nucleotide. Some lots of 
dATP may inhibit incorporation. 

d. The probe was not purified correctly. If, for some reason, you did not purify 
the cDNA probe, use the NucleoSpin extraction spin columns. Do not use 
another purification method. 

e. The microarray was stripped and reprobed too many times. Generally, plastic 
microarrays can be stripped and reprobed at least three times. 

14. If you obtain “fuzzy” hybridization signals, the problem may be that the microarray 
was not in complete, even contact with the phosphorimager screen. Use the 
following guidelines to ensure that the microarray is in close contact to the screen: 

a. Attach the microarray to the phosphorimager cassette using adhesive tape 
along the entire length of the microarray edges. 

b. Place a cardboard insert in the phosphorimaging cassette to bring the screen 
flush with the microarray. 

15. Although BD Atlas Plastic Films display excellent printability, certain problems 
in the printing process can result in irregular spot morphology. For best results, 
use the BD Atlas Plastic Printing Buffer included with BD Atlas Plastic Films; 
do not substitute your own reagents. If you do encounter problems, use the 
following guidelines to troubleshoot: 

a. Bent, broken, or dirty pins: Thoroughly clean the pin tool between printings. 
If problems persist, examine the pin tool and scan for damaged pins. Replace 
any suspect pins. 

b. Contaminants in printing solution: Impurities such as salts, detergents, 
and polysaccharides in the nucleic acids used for printing can affect spot 
morphology. Use only highly purified nucleic acids resuspended or eluted 
in nuclease-free H 2 0. 

c. Printing process errors: Errors in printing, such as an abbreviated print time 
or excess speed in pin retraction, can lead to donut-shaped spots. These spots 
are formed when the printing solution is deposited unevenly, resulting in a 
ring of printed material at the outer edge of the spot surrounding a nearly 
empty center. Be sure to follow the manufacturer’s printing guidelines for 
your arraying device. 
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Preparing Fluorescent Probes 
for Microarray Studies 

Charlie C. Xiang and Michael J. Brownstein 
1. Introduction 

A number of articles have been published describing methods to produce 
fluorescent probes from RNA (or DNA) samples. These methods are conceptu¬ 
ally similar. Broadly speaking, they involve some or all of the following 
procedures: template amplification, template transcription with concomitant 
incorporation of modified bases into the transcribed products (DNA or RNA), 
and signal amplification. The simplest technique relies on the direct incorpora¬ 
tion of Cy3- or Cy5-labeled nucleotides into oligo-dT-primed cDNA by reverse 
transcriptase (RT). This method has proven to be reasonably robust, but it 
requires 50-200 pg of total RNA or 2-5 pg of poly(A) RNA per labeling (1-4). 
Thus, rather large tissue samples are required for each study. 

A variation on the aforementioned technique involves using aminoallyl- 
modified bases (5,6) instead of dye-labeled ones. After the DNA is produced, 
dyes are coupled to the free amines. This indirect labeling procedure is no 
less demanding of RNA than the direct labeling method, but it is somewhat 
less expensive to use. Furthermore, it has been argued that incorporation of 
dye-labeled bases into DNA is somewhat biased, and the use of a single, 
aminoallyl-modified base circumvents this problem; however, we have not 
found that direct labeling results in dye bias. 

Researchers have attempted to improve on the methods described so that 
they can study smaller RNA samples. One obvious modification was to use 
random instead of oligo(dT) priming (7). This permits one to generate several 
probes from each transcript and to make more DNA per microgram of starting 
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material. When we tried this, the result was encouraging, but not as good as 
we had hoped it would be. Therefore, in the method described herein, we made 
one further modification: we added an amine-modified base to the ends of the 
primers so that we could introduce dye into each cDNA and onto the end of 
each product as well (8). This allowed us to label 1 ug of total RNA in such a 
way that reproducible, quantitative experiments could be performed. 

In principle, the technique that we developed can be used in tandem with 
signal amplification methods including dendrimer labeling (9) or tyramide 
amplification (10). This would have to be done with care to avoid signal 
saturation. 

Another way to reduce our method’s RNA requirement would be to amplify 
the template before making labeled probe. Two methods to accomplish this 
are published in the literature, the first based on production of antisense 
RNA (aRNA) by T7 polymerase (11,12), the second based on RT-polymerase 
chain reaction (PCR) (13). Neither method produces a faithful replica of the 
starting pool of transcripts, but the former has been used successfully in many 
published studies. 

Finally, it is worth mentioning the technique of choice for Affymetrix chip 
arrays, which combines template and signal amplification. In this instance, 
double-stranded cDNA, which has a T7 polymerase recognition sequence on the 
3' end, is prepared. Biotin-labeled cRNA made from this template is hybridized 
to arrays, and then these are stained with streptavidin-phycoerythrin (14). 

2. Materials 

1. TRIzol reagent (Invitrogen/Life Technologies, Carlsbad, CA). 

2. Phase Lock Gel (Eppendorf). 

3. Absolutely RNA microprep kit (Stratagene, La Jolla, CA). 

4. RNasin RNase inhibitor (Promega, Madison, WI). 

5. Superscript II RT, 5X first-strand buffer, 0.1 M dithiothreitol (DTT) (Invitrogen/ 
Life Technologies). 

6. Microcon 30 concentrator (Millipore, Bedford, MA). 

7. Monofunctional NHS-ester Cy3 and Cy5 dyes and dNTPs (Amersham Pharma¬ 
cia, Piscataway, NJ). 

8. QIAquick PCR purification kit and MinElute PCR purification kit (Qiagen, 
Valencia, CA). 

9. 5-[3-Aminoallyl]-2-deoxyuridine 5-triphosphate (aa-dUTP) (Sigma, St. Louis, 
MO). 

10. Oligo dT and random hexamer primers (Invitrogen/Life Technologies). We 
purchased custom-synthesized amine-modified random primers from Sigma 
Genosys (Woodlands, TX). These primers are random hexamers with aminoC6- 
dTTP added to the 5' end. 
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3. Methods ( see Notes 1-3) 

3.1. Isolation of RNA 

We have routinely extracted total RNAs using TRIzol reagent (Invitrogen/ 
Life Technologies) according to the manufacturer’s instructions. It may be 
helpful to centrifuge the crude homogenate at 12,000g at 4°C for 10 min to 
pellet polysaccharides and DNA, and to precipitate the RNA by adding 0.25 mL 
of isopropanol and 0.25 mL of 0.8 M sodium citrate and 1.2 M NaCl per 
milliliter of TRIzol reagent. This keeps proteoglycans and polysaccharides in a 
soluble form and yields a cleaner product when tissues rich in these substances, 
such as liver, are extracted. In addition, using Phase Lock Gel (Eppendorf) 
eliminates interphase-protein contamination and improves recoveries. Finally, 
we have used commercially available kits for RNA purification, among them 
the Absolutely RNA microprep kit (Stratagene), which works well for isolating 
RNA from small tissue samples in good yield. 

3.2. cDNA Synthesis. 

1. Combine 0.1-5 pg of total RNA (15.5 pL) with amine-modified random primer 
(2 pg/pL, 2 pL) and RNase inhibitor (5 U/pL, 1 pL). 

2. Incubate the mixture at 70°C for 10 min, and chill on ice for 10 min. 

3. Add the primer/RNA solution to the RT mix (6 pL of 5X first-strand buffer; 
5OX aa-dUTP/dNTPs [25 mM dATP, dGTP, and dCTP; 15 m M dTTP; and 10 mM 
aminoallyl dUTP], 3 pL of 0.1 M DTT, 2 pL of SSII RT) and incubate at 42°C 
for 2 h. 

3.3. RNA Removal 

1. Terminate the reaction by adding EDTA (0.5 M, 10 pL), and hydrolyze the RNA 
with NaOH (1 M, 10 pL) at 65°C for 30 min. 

2. Neutralize the solution with HC1 (1 M, 10 pL). 

3.4. Purification of cDNA 

Use MinElute PCR purification kits to purify the cDNA. 

1. Fill a microcentrifuge tube with 300 pL of buffer PB. Add 60 pL of the neutral¬ 
ized reaction solution to buffer PB. 

2. Place a MinElute column in a 2-mL collection tube in a suitable rack. 

3. To bind DNA, apply the sample to the MinElute column and centrifuge for 1 min. 
For maximum recovery, transfer all traces of sample to the column. 

4. Pour the flowthrough back into the column and centrifuge again for 1 min. 
Discard the flowthrough. 

5. Place the MinElute column back into the original collection tube. 
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6. Add 750 uL of buffer PE to the MinElute column, incubate for 5 min at room 
temperature, and centrifuge for 1 min. 

7. Discard the flowthrough and place the MinElute column back in the same tube. 

8. Centrifuge the column for an additional 1 min at maximum speed. 

9. Place the MinElute column in a clean 1.5-mL microcentrifuge tube. 

10. To elute the DNA, add 10 pL of H 2 0 (pH between 7.0 and 8.5) to the center of 
the membrane, let the column stand for 1 min, and then centrifuge for 5 min. 
The average eluate is 9 pL out of the 10 pL applied. 

11. Elute the DNA twice more with 10 pL of H 2 0, collecting a total of 27 pL of 
purified cDNA. 

3.5. Dye Coupling 

1. Add 3 pL of 1 M sodium bicarbonate, pH 9.3, to the cDNA solution. 

2. Add 1 pL of dye solution (NHS-ester Cy3 or Cy5, 62.5 pg/pL in dimethylsulf- 
oxide) to the cDNA solution, and mix by pipeting the resulting solution up 
and down several times; wrap the tube in aluminium foil, and incubate at room 
temperature for 1 h in an orbital shaker (USA Scientific, Ocala, FL). 

3. Stop the labeling reaction with 4.5 pL of 4 M hydroxylamine hydrochloride. 
Mix and briefly centrifuge. 

4. Incubate the tube for 30 min at room temperature in the dark. 

3.6. Purification of Dye-Labeled Probes 

Clean the probes with a QIAquick PCR purification kit. 

1. Combine the Cy3- and Cy5-labeled products; add 30 pL of water and then 500 pL 
of Buffer PB. 

2. Apply the solution to a QIAquick column and spin at 16,000g for 1 min. Discard 
the flowthrough. 

3. To wash the column, add 750 pL of buffer PE and spin for 1 min. Discard the 
flowthrough. 

4. Repeat the wash step. 

5. Spin the column once again to remove residual ethanol. 

6. Place a fresh collection tube beneath the column. Add 30 pL of buffer EB to the 
column and incubate for 1 min at room temperature. 

7. Spin at 16,000g for 1 min and repeat the elution step once. 

8. Partially dry the eluate in a vacuum centrifuge and adjust the volume to 23 pL 
with water. 

3.7. Hybridization and Wash Conditions 

Plan to use probes soon after they have been prepared; they are not stable 

for long periods. Similarly, plan to read the arrays as quickly as possible. 

We read arrays with a GenePix 4000A scanner (Axon, Foster City, CA) at 

10-pM resolution and variable photomultiplier tube voltage setting to obtain 
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the maximal signal intensities with <1% probe saturation, and we analyze the 
resulting images with IPLab (Fairfax, VA) and ArraySuite (NHGRI, Bethesda, 
MD) software. We recommend using the method of Chen et al. (15) to filter 
bad data points. 

1. Add 4.5 pL of 20X saline sodium citrate (SSC), 2 pL of poly(A) (10 mg/mL), 
and 0.6 pL of 10% sodium dodecyl sulfate (SDS), and denature at 100°C for 
2 min. 

2. Pipet the solution onto the array, apply a cover slip, and place the slide in a 
hybridization chamber (Corning, Corning, NY). 

3. Incubate the array in a 65°C water bath for 16-24 h. 

4. Wash the slide with 0.5X SSC, 0.01% SDS followed by 0.06X SSC at room 
temperature, 10 min each. 

5. Place the slide in a 50-mL Falcon tube and spin for 5 min at 800 rpm at room 
temperature. 

4. Notes 

1. The method described above has proven to be quite reliable. It gives results that 
are comparable with those obtained with the conventional technique of oligo(dT) 
priming and direct incorporation of dye-labeled bases. In fact, using the new 
method, we see an improved signal-to-noise ratio and less variability. 

2. At the expense of some deterioration in these parameters, it should be possible to 
reduce dramatically the amount of input RNA required for an array experiment 
by template and/or signal amplification. 

3. We have not used the method described with spotted oligonucleotide arrays 
but would expect the signals to be somewhat weaker than those observed using 
cDNA arrays. 
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Escherichia coli Spotted Double-Strand 
DNA Microarrays 

RNA Extraction, Labeling, Hybridization, Quality Control, 
and Data Management 

Arkady B. Khodursky, Jonathan A. Bernstein, Brian J. Peter, 

Virgil Rhodius, Volker F. Wendisch, and Daniel P. Zimmer 

1. Introduction 

Highly parallel hybridization of nucleic acids on glass slides has successfully 
been applied to measure RNA and DNA abundances in Escherichia coli (1-4). 
In this chapter, we summarize our experience in working with E. coli DNA 
microarrays accumulated over a 4-yr period. Typically, we printed and used 
E. coli DNA microarrays containing roughly 6000 spotted elements. These 
included 4200 amplicons of E. coli open reading frames (ORFs), 112 amplicons 
of genes encoding stable RNAs, and more than 1500 control elements and 
replicates. We describe the methods for total RNA extraction, mRNA enrich¬ 
ment of total RNA, cDNA labeling via direct and indirect incorporation of 
fluorophors, and microarray hybridization. Additionally, we present strategies 
for optimizing microarray hybridizations and descriptions of several Internet- 
based tools useful in analyzing data from array experiments. 

2. Materials 

2.1. Isolation of RNA (see Note 1) 

2.1.1. A. Total RNA Isolation 

1. TE buffer, pH 8.0 (cat. no. 9849; Ambion). 

2. 10% (w/v) sodium dodecyl sulfate (SDS) (cat. no. 9822; Ambion). Also prepare 
a 5% solution. 
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3. Ultrapure phenol (redistilled, crystalline) (cat. no. 15509; Invitrogen/Gibco- 
BRL). Note that water-saturated or acid phenol should be used for RNA extrac¬ 
tions. DNA is partially hydrolyzed at acid pH (5,6). 

4. RNeasy (mini, midi, or maxi) Kit (cat. no. 74104, 75144, or 75162; Qiagen). 

5. RNase-free DNase Set (cat. no. 79254; Qiagen). 

2.1.2. B. mRNA Enrichment 

1. Zirconium/silica beads (cat. no. 11079101Z; Biospec, Bartlesville, OK). 

2. Mini-BeadBeater (cat. no. 3110BX; Biospec). 

3. Tri Reagent LS (cat. no. TS 120; Molecular Research Center, Cincinnati, OH). 

4. Polyadenylation buffer: 40 mM Tris, pH 8.0; 250 mM NaCl, 10 mM MgCl 2 , 
50 ug/mL of bovine serum albumin (BSA), 5 mM MnCl 2 , 0.8 U/liL of RNase 
inhibitor, 0.01 U/uL of RNase-free DNase I, and 400 li/W adenosine triphospha¬ 
tase (ATP). Always prepare the polyadenylation buffer freshly. A 5X stock solu¬ 
tion containing 200 mMTris, pH 8.0,1.25 M NaCl, 50mMMgCl 2 , and 250 ug/mL 
of BSA may be prepared and stored at -20°C. Also, prepare and freeze 10X 
stock solutions of 50 mM MnCl 2 and of 4 mM ATP. 

5. E. coll poly(A) polymerase (cat. no. E2180Y; Amersham Pharmacia Biotech). 

6. Oligotex mRNA purification system (cat. no. 70022; Qiagen). 

2.2. DNase I Treatment of RNA Samples 

1. RNase inhibitor (40 U/liL) (cat. no. 799017; Boehringer Mannheim). 

2. RNase-free DNase I ( 10 U/liL) (cat. no. 776785; Boehringer Mannheim). 

3. 5X DNase I buffer: 50 mM MgCl 2 , 50 mM Tris-HCl (pH 7.5), 5 mM EDTA, 
5 mM dithiothreitol (DTT). 

4. Ethanol (absolute, denatured [SDA Formula 3A], ACS) from VWR (case of 
12 x 500 mL; cat. no. MK701904). 

2.3. Denaturing Formaldehyde Gel 

1. Agarose. 

2. Formaldehyde gel running buffer (20 mM MOPS, 5 mM sodium acetate, 1 mM 
EDTA, 0.74% formaldehyde, pH 7.0) The formaldehyde buffer is made up from 
a 10X stock solution. (One liter of 10X formaldehyde gel buffer is 41.9 g of 
MOPS [free acid], 6.8 g of Na acetate*3H 2 0, 20 mL of 0.5 M EDTA, pH to 7.0 
with NaOH, 20 mL of 37% [12.3 M] formaldehyde, and diethylpyrocarbonate 
|DEPC]-treated H 2 0 to 1 L.) 

3. 5X RNA loading buffer. (Ten milliliters of loading buffer is 16 pL of saturated 
aqueous bromophenol blue solution, 80 pL of 500 mM EDTA, pH 8.0, 720 pL of 
37% [12.3 M] formaldehyde, 2 mL of glycerol, 3.1 mL of formamide, 4 mL of 
10X formaldehyde gel buffer, and DEPC-treated H 2 0 to 10 mL.) 

2.4. cDNA Synthesis 

1. Random hexamer primers p(dN 6 ) (cat. no. 27-2166; Amersham Pharmacia 
Biotech). 

2. Millipore Microcon YM-30 filters (cat. no. 42410; distributed by Fisher). 
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2.4.1. Indirect Labeling 

1. StrataScript RNase H Reverse Transcriptase (RT) and 10X StrataScript RT 
Buffer (cat. no. 600085; Stratagene). 

2. RNase Inhibitor (40 U/uL) (cat. no. 300151; Stratagene). 

3. Aminoallyl dUTP (sodium salt) (cat. no. A 0410; Sigma, St. Louis, MO). 

4. 5OX Aminoallyl dUTP/dNTP labeling mix (25 m M each of dATP, dCTP, and 
dGTP, 15 m M aminoallyl dUTP, and 10 m M dTTP). All four dNTPs are sold as a 
set (cat. no. 1 969 064; Roche). Store the 50X mix as small aliquots at -20°C. 

5. 0.1 M stock of DTT; prepare and store at -20°C. 

6. Freshly prepared 1 N NaOH. 

7. Cy3 and Cy5 monofunctional dye (Cy3 monoreactive dye pack, cat. no. PA23001; 
Cy5 monoreactive dye pack, cal. no. PA25001; Amersham Pharmacia Biotech). 
Each pack contains five vials sealed in foil bags, each with a desiccant capsule. 
Note that the dyes are light sensitive and extremely unstable in aqueous solution. 
When ready for use, thoroughly resuspend an entire vial in 10-10.5 p,L of 
dime thy lulfoxide (DMSO). Use the required amount for the current experiment 
and then divide the remainder into 1,25-uL aliquots in 0.5-mL microfuge tubes. 
Dry the dyes immediately in a SpeedVac in the dark to minimize light exposure 
(approx 60 min). Seal the tubes with parafilm, place in the original foil bags 
containing the blue desiccant capsule, seal, and store in the dark at 4°C for up 
to 3 wk. When ready to use a dried aliquot, resuspend in 1.25 uL of DMSO 
immediately prior to use. 

8. QIAquick PCR Purification Kit (50) (cat. no. 28104; Qiagen). 

2.4.2. Direct Labeling 

1. Superscript II RNase FL RT (cat. no. 18064-014; Gibco-BRL), shipped with 
5X first-strand buffer and 0.1 M DTT. 

2. Ultrapure dNTP set at 100 m M each (cat. no. 27-2035-01; Amersham Pharmacia 
Biotech). Prepare a 10X dNTP mix (1 mM dATP, 1 m M dGTP, 1 m M dCTP, 
0.4 m M TTP). 

3. FluoroLink Cy3-dUTP and Cy5-dUTP (cat. no. PA 53022 and 55022; Amersham 
Pharmacia Biotech). 

2.5. Hybridization 

1. 20X saline sodium citrate (SSC) (3 M NaCl, 0.3 M sodium citrate, nuclease free) 
(cat. no. 9764; Ambion). Also prepare a 3X SSC solution. 

2. Poly [d(I-C)] (cat. no. 1219847; Roche) or yeast tRNA (cat. no. 109495; Roche). 
Prepare a 10 mg/mL solution in sterile H 2 0 and store aliquots at -20°C 

3. Millipore UltraFree-MC filters (cat. no. UFC30HVNB; distributed by Fisher). 

4. No. 1 Corning cover slips (22 x 22 mm) (cat. no. 12-524C; Fisher) or LifterSlips 
from Erie Scientific (cat. no. 22x251-2-4635). 

5. Hybridization chambers with screws from Monterey Industries (voice mail: 
510-233-3723). 
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6. Dish-staining complete assembly/glass chambers for post-hybridization washes 
from ThermoShandon (cat. no. 121). 

3. Methods 

3.1. Isolation of RNA 

Direct or indirect labeling of cDNA synthesized using total RNA as template 
by the random primer method requires 15-25 pg of DNA-free RNA. The 
amount of bacterial culture that must be harvested to prepare this quantity 
of RNA varies depending on the growth medium, strain, cell density, and 
growth phase. Experience indicates that 1 mL of strain MG1655 taken from 
an exponential culture in Luria-Bertani (LB) medium at OD 600 ~0.3-0.5 will 
yield up to 35 pg of total RNA. However, 10-15 mL of stationary-phase LB 
medium culture is required to achieve a comparable yield. Two protocols are 
presented for the preparation of RNA. The first method isolates total RNA, 
whereas the second is designed to produce samples of enriched mRNA. 

3.1.1. Isolation of Total RNA 

3.1.1.1. Harvesting of Culture 

1. Grow overnight cultures of the strains from which you intend to harvest RNA. 

2. Dilute the overnight cultures according to the experimental design into 100 mL 
of appropriate media and grow to appropriate density. 

3. Harvest the cells by transferring 10 mL of culture to a 15-mL conical tube 
containing 1.66 mL (1/10 of the final volume) of ice-cold ethanol/phenol stop 
solution (5% water-saturated phenol [pH <7.0] in ethanol). The stop solution 
inhibits the degradation of mRNA. 

4. Collect the cells by centrifuging at 5900g for 5 min at 4°C in a Beckman JA-20 
rotor. 

5. Pour off the supernatant and remove the remaining media with a pipet (see 

Note 2). 

3.1.1.2. Cell Lysis 

1. Lyse the cells by resuspending the pellet in a fresh solution of 800 pL of TE, pH 8.0, 
containing 0.5-5 mg/mL of lysozyme (depending on the strain). 

2. Transfer the lysate to RNase-free 2-rnL microfuge tubes containing 80 pL of 
10% SDS, mix, and place in a water bath at 64°C for 1 to 2 min. The samples 
should be clear. 

5. After incubation, add 88 pL of 1 M NaOAc, pH 5.2, (DEPC-treated) and mix 
by inverting the tubes. 

3.1.1.3. Hot Phenol Extraction 

1. Add to the samples an equal volume (1 mL) of water-saturated phenol 
(pH <7.0). 



E. coli Spotted Double-Strand DNA Microarrays 


65 


2. Invert 10 times and incubate at 64°C for 6 min. Keep inverting the samples 
6-10 times every 40 s or so during the incubation, and then place the tubes on 
ice to chill for 1 to 2 min. 

3. Centrifuge the samples at maximum speed (14,000g) in a benchtop microfuge 
for 10 min at 4°C. 

3.1.1.4. Chloroform Extraction 

1. Transfer the aqueous layer to a fresh 2-mL microfuge tube containing an equal 
volume of chloroform. 

2. Invert the tubes 6-10 times, and then centrifuge at maximum speed (14,000#) 
for 5 min at 4°C. 

3.1.1.5. Ethanol Precipitation 

1. For each sample, transfer and divide the aqueous layer equally into two 1.5-mL 
microfuge tubes. 

2. Add 1/10 vol of a solution consisting of 3 M Na acetate, pH 5.2, and 1 m M 
EDTA. Then add 2.5 vol of cold 100% EtOH. 

3. Incubate at -80°C for 20 min, and centrifuge at maximum speed (14,000g) in a 
benchtop microfuge for 25 min at 4°C. 

4. Wash the pellet with 1 mL of 70% cold ethanol (made with DEPC-treated water), 
and centrifuge at maximum speed for 5 min at 4°C. 

5. Carefully decant the ethanol and air-dry the pellet (15-20 min in a fume hood). 

6. Resuspend each pellet in 100 pL of RNase-free H 2 0 (DEPC treated), and pool 
each pair of tubes to give a total volume of 200 pL for each RNA sample. 

3.1.2. Isolation and Enrichment of mRNA 

3.1.2.1. Harvesting of Culture 

1. If the cell extract is to be used in buffer-sensitive downstream applications such 
as mRNA enrichment by polyadenylation of total RNA (see Note 3), harvest 
exponentially growing E. coli cells by adding 35 mL of culture to 15 g of ice 
that has been kept at -80°C. 

2. Centrifuge the cells at 7000g for 2 min (or 3500g for 5 min) at 4°C. 

3. Aspirate off the media and freeze the pellet by immersing the centrifuge tube 
in liquid nitrogen. At this point the cells can be stored at -80°C for at least 
6 mo. (Liquid nitrogen freezing is also recommended when processing multiple 
samples for the purpose of treatment synchronization in the RNA extraction 
procedures. Sample should be thawed on ice before lysis.) 

3.1.2.2. Cell Lysis 

1. To lyse cells for subsequent mRNA enrichment, resuspend the cell pellet in 
1.25 mL of ice-cold polyadenylation buffer. 

2. Transfer to a tube containing 0.5 g of 0.1-mm zirconium/silica beads 
and mechanically lyse the cells for 2 min at 600g in a Mini-BeadBeater ( see 

Note 4). 
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3.1.2.3. Enrichment for mRNA 

Enrichment for mRNA makes use of differentially accessible 3'-termini of 
mRNA vs rRNA and tRNA in crude extracts (3). In mechanically obtained 
crude cellular extracts ( see Subheading 3.I.2.2.), the 3'-termini of rRNAs are 
blocked owing to shielding by ribosomal proteins in (sub)ribosomal complexes 
and those of tRNAs owing to aminoacylation. By contrast, mRNAs have freely 
accessible 3'-termini regardless of whether they are free or polysomal. 

1. Transfer the cell lysate without zirconium/silica beads to a tube containing 50 U 
of E. coli poly(A) polymerase I (7) and incubate for 5 min at 37°C. 

2. Prepare RNA from the poly( A) polymerase reaction products using Tri-Reagent- 
LS according to the manufacturer’s instructions. 

3. Purify polyadenylated RNA using the Oligotex mRNA purification system 
according to the manufacturer’s instructions. Proceed with DNase treatment in 
Subheading 3.2. The procedure will typically yield -100 pg of total RNA after 
cell lysis and -0.3 pg of enriched mRNA (see Note 5). 

3.2. DNase I Treatment of RNA Samples 

It is essential to remove all DNA before the RT reaction. Treat each 200-pL 
RNA sample with 0.5 pL (20 U) of RNase inhibitor, 50 pL of 5X DNase I 
buffer, and 1 pL of RNase-free DNase I. Incubate the reactions at 37°C for 
30 min. 

3.2.1. Phenol and Chloroform Extractions 

1. For each extraction, add an equal volume of phenol and/or chloroform, mix by 
inverting the tubes 6-10 times, centrifuge at maximum speed (14,000g) in a 
microfuge for 2 to 3 min, and transfer the aqueous layer to a fresh microfuge 
tube. 

2. Perform one phenol extraction (use water-saturated phenol, pH <7.0), one 
phenol (water-saturated)/chloroform (50:50) extraction, and two chloroform 
extractions. 

3.2.2. Ethanol Precipitation 

1. For each sample, add 1/10 vol of 3 MNaOAc, pH 5.2 (DEPC-treated), and 2.5 vol 
of cold 100% EtOH. 

2. Incubate at -80°C for 20 min and then centrifuge at maximum speed (14,000g) 
in a microfuge for 25 min at 4°C. 

3. Carefully remove the ethanol. At this stage the pellet will be barely visible. 

4. Wash the pellet with 1 mL of 70% cold ethanol (made with DEPC-treated water) 
and centrifuge at maximum speed for 5 min at 4°C. 

5. Carefully decant the ethanol and air-dry the pellet (15-20 min in the fume hood). 

6. Resuspend the pellet in 50 pL of RNase-free H 2 0 (DEPC treated). 
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3.3. Determination of RNA Sample Quality 

For quantitation, measure the UV absorbance at 260 nm to determine 
the RNA concentration and A 2 60 M 28 O ratio to determine the RNA purity as 
described in standard manuals (see, e.g., ref. 8). 

The integrity of the RNA can be analyzed on a denaturing formaldehyde 1% 
agarose gel. Load 2 pL of each RNA sample. On visualization of the gel, the 
16 and 23S RNA should be easily observed. The 23S rRNA should be twice 
as intense as the 16S rRNA species. Significant downward smearing indicates 
sample degradation during preparation. Degraded RNA samples should not be 
used as a template for cDNA synthesis. 

3.4. cDNA Synthesis 

Following RNA isolation, it is often necessary to concentrate the material 
either by precipitation or by evaporation through centrifugation under vacuum. 
If precipitation is performed, it is important to wash the pellet with cold 70% 
ethanol to remove excess salt prior to labeling with RT. Optimized conditions 
for indirect (post-cDNA synthesis incorporation via aminoallyl coupling) and 
direct (incorporation of fluorophors in the course of the reverse transcription 
reaction) labeling are presented next (see Note 6). 

3.4.1. Indirect Labeling (see Note 7) 

3.4.1.1. Annealing 

1. In microfuge tubes mix 16-25 pg of total RNA with 10 pg of random hexamers 
and DEPC-treated H 2 0 to a final volume of 20 pL. 

2. Incubate the mixture at 70°C for 10 min and then chill on ice for up to 10 min. 

3.4.1.2. cDNA Synthesis Reaction (see Note 6) 

1. Add to each annealed RNA/random hexamer mixture 3 pL of 10X StrataScript 
RT Buffer, 0.6 pL of 50X aminoallyl-dUTP/dNTP mix, 3 pL of StrataScript 
RNase H RT, 0.4 pL of RNase inhibitor, and 3 pL of 0.1 M DTT to give a final 
reaction volume of 30 pL. 

2. Incubate at room temperature for 10 min before transferring to 42°C for 110 min. 

3.4.1.3. RNA Hydrolysis 

The RNA is removed from the cDNA reaction by alkaline hydrolysis. 

1. To each reaction, add 10 pL of 1 N NaOH and 10 pL of 0.5 M EDTA (pH 8.0) 
and incubate at 65°C for 1 h. 

2. After incubation, neutralize the reaction by adding 25 pL of 1 M HEPES, pH 7.5. 

3.4.1.4. Cleanup of cDNA Synthesis Reactions 


1. Assemble the Microcon filters onto their collecting tubes. Fill each Microcon 
chamber with 275 pL of H 2 0, add sample (approx 75 pL), and rinse the reaction 
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tubes with 100 pL of H 2 0 such that the total amount of H 2 0 added to each 
Microcon is 450 pL. Place the Microcon assemblies into a benchtop microfuge 
rotor such that the cap straps are aligned toward the center of the rotor, and 
centrifuge at 14,000g for 7 to 8 min. The aim is to reduce the volume in the 
upper chamber to 10-50 pL. If the volume is >50 pL, continue centrifuging for 
an additional 1 to 2 min and recheck the volume until it is sufficiently reduced. 
Should the sample spin dry, it can be recovered by adding 30 pL of H 2 0 to 
the membrane and agitating briefly. Note that the centrifuge times are approxi¬ 
mate and will vary ( see Note 8). 

2. Perform two washes of the cDNA on the Microcon column. Once the sample 
volume is sufficiently reduced, discard the flowthrough and add 450 pL of 
H 2 0 to the upper chamber. Recentrifuge at 14,000g until the sample volume 
has reduced to 10-50 pL and then discard the flowthrough. Perform a second 
wash step. 

3. Invert the Microcons and place in fresh collecting tubes. Centrifuge at lOOOg for 
3 min to elute. Dry the samples in a rotary evaporator. The dried cDNA samples 
can be stored at -20°C for several months. 

3.4.1.5. Coupling Reaction 

Only perform the coupling reaction when you are prepared to proceed 
directly to the hybridization step. 

1. Resuspend the cDNA pellet in 9 pL of 0.1 M sodium bicarbonate, pH 9.0, and 
incubate for approx 5 min at 37°C. 

2. Vortex the samples to ensure complete resuspension of the cDNA. 

3. Add 1.25 pL of either Cy3 or Cy5 dye resuspended in DMSO to each cDNA 
sample and mix. 

4. Incubate at room temperature for 1 h in the dark. 

3.4.1.6. Removal of Unincorporated Dyes 

The unincorporated dyes are removed from the coupling reaction using a 
QIA-Quick PCR Purification Kit. 

1. Make each sample volume up to 100 pL by adding 90 pL of H 2 0. Add 500 pL 
of buffer PB to each sample and apply to the QIA-Quick column. Centrifuge at 
15.700,1,' in a microfuge for 30-60 s and discard the flowthrough. 

2. Add 750 pL of PE buffer to the column and centrifuge at 15,700g for 30-60 s. 
Discard the flowthrough, repeat the wash step, and discard the flowthrough again. 
Centrifuge the columns for an additional minute to remove any traces of PE 
buffer. The filters, which contain the coupled cDNA, should look pink for the 
Cy3 reactions and blue for the Cy5 reactions at this point. 

3. Transfer the columns to fresh microfuge tubes and add 30 pL of EB buffer (10 m M 
Tris, pH 8.5) directly to the filter. Elute the sample by incubating for 1 min and 
then centrifuge at 15.700y for 1 min. Add an additional 30 pL of EB buffer to 
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the column and repeat the elution procedure. This will give a final eluate volume 
of 60 pL. The samples should be pink following successful labeling for the Cy3 
cDNA reactions and blue for the Cy5 cDNA reactions. 

4. Pool the appropriate sample pairs (Cy3 + Cy5) to give 120 pL of purple solution. 
The samples are concentrated by applying them to Microcon-30 filters and 
centrifuging at 14,000g for ~2 min until their volume is reduced to 2-5 pL. 
Invert the Microcon columns in fresh collecting tubes and elute the samples by 
centrifuging at maximum speed for 30 s. The samples can then be dried in a 
rotary evaporator in the dark and stored in the dark at 4°C overnight. 

3.4.2. Direct Labeling 

3.4.2.1. Annealing 

1. In microfuge tubes, mix 16-25 pg of total RNA with 10 pg of random hexamers 
and DEPC-treated H 2 0 to a final volume of 14.8 pL. 

2. Incubate the mixture at 70°C for 10 min and then chill on ice for up to 10 min 
(see Note 5). 

3.4.2.2. cDNA Synthesis Reaction (see Note 6) 

1. Add to each annealed RNA/random hexamer mixture 3 pL of the dNTP mix, 
6 pL of 5X first-strand buffer (Gibco-BRL), 3 pL of 0.1 M DTT, 1.2 pL of 1 m M 
Cy-dye (3 or 5), and 2 pL of Superscript II (Gibco-BRL). 

2. Incubate at room temperature for 10 min before transferring to 42°C for 1 h, 
50 min. 

3.4.2.3. Cleanup of cDNA Synthesis Reactions 

1. Assemble the Microcon filters onto their collecting tubes. Fill each Microcon 
chamber with 320 pL of H 2 0, add sample (approx 30 pL), and rinse the reaction 
tubes with 100 pL of H 2 0 such that the total amount of H 2 0 added to each 
Microcon is 450 pL. Place the Microcon assemblies into a benchtop microfuge 
rotor such that the cap straps are aligned toward the center of the rotor, and 
centrifuge at 14,000g for 7 to 8 min. The aim is to reduce the volume in the 
upper chamber to 10-50 pL. If the volume is >50 pL, continue centrifuging for 
an additional 1 to 2 min. Should the sample spin to dryness, it can be recovered 
by adding 30 pL of H 2 0 to the membrane and agitating briefly. Note that the 
centrifuge times are approximate and will vary (see Note 8). 

2. Perform two washes of the cDNA on the Microcon column. Once the sample 
volume is sufficiently reduced, discard the flowthrough and add 450 pL of H 2 0 
to the upper chamber. Centrifuge at 14,000g until the sample volume has reduced 
to 10-50 pL and then discard the flowthrough. Perform a second wash step. The 
samples should be concentrated to approx 5 pL after the final wash. 

3. Invert the Microcon spin columns and place into fresh collecting tubes. Centrifuge 
at lOOOg for 3 min to elute. The probes obtained by the direct incorporation 
protocol at this point can be used immediately for hybridization on microarrays 
in Subheading 3.5. or stored overnight in the dark at 4°C. 
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3.5. Sample Hybridization to Array 

Two protocols are presented for microarray hybridization. One uses conven¬ 
tional cover slips while the second uses specialized LifterSlip brand cover 
slips. The conventional and LifterSlip methods are similar and are presented 
with the points of difference noted. The decision to employ one method or the 
other is a matter of preference. 

3.5.1. Preparation of Sample and Array 

3.5.1.1. Preparation of the Sample 

The hybridization mix contains from 16 to 25 ug of cDNA primed from 
total RNA and 20 pg of yeast tRNA (or 15 pg of poly[d(I-C)]), 2.5X SSC, 
25 m M HEPES [pH 7.0], 0.225% SDS). The total volume of the hybridization 
should be 16 pL when using 22 x 22 mm flat cover slips and 21 pL when using 
22 x 25 mm LifterSlips. 

When working with aminoallyl-coupled dried probes, first thoroughly 
resuspend the Cy3/Cy5-labeled cDNA in 10.5 pL of H 2 0 if using flat cover 
slips or 14.1 pL if using LifterSlips and incubate at 65°C for 1 to 2 min to aid 
resuspension. If using direct-labeled probes, mix the Cy3- and Cy5-labeled 
cDNAs at room temperature and adjust the volume to 10.5 or 14.1 pL for flat 
or LifterSlips, respectively. 

1. Flat cover slip protocol: 

a. To the 10.5-pL probe mixture (it is important to ensure that the Cy3 and Cy5 
probes are completely and thoroughly mixed), add 2 pL of 20X SSC, 2 pL of 
10 mg/mL tRNA, and 0.8 pL of 500 m M Hepes (pH 7.0). 

b. Mix by flicking after adding each component. 

c. Add 0.75 pL of 5% SDS immediately before denaturing the probe in step 2b. 

2. LifterSlip protocols: 

a. To the 14.1 pL of probe mixture add 3.3 pL of 20X SSC, 2.5 pL of 
poly(dl-dC), and 1.1 pL of 0.5 M HEPES (pH 7.0) to give a final volume 
of 21 pL. SDS is added to the LifterSlip hybridization mix after filtration 
in the following step. 

b. To remove any particulates, the samples are filtered using UltraFree-MC Low 
Binding 0.45-pm filter columns. Prewet the filter membranes by adding 10 pL 
of H 2 0 and centrifuge at 7000g for 2 min in a microcentrifuge. Remove the 
flowthrough and deposit the hybridization mix as two droplets on the inside of 
the filter case. Centrifuge the samples at 15,000g for 2 min, and collect the 
filtrate in 0.5-mL microfuge tubes containing 1 pL of 5% SDS. Take care to 
accurately measure the SDS; excess SDS in the samples may precipitate. 

3.5.1.2. Denaturing of Samples 


1. Incubate the samples at 95-100°C for 2 min. 

2. Allow the samples to cool briefly after incubation and centrifuge to collect. 
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3.5.1.3. Preparation of Array 

1. While the samples are cooling, place the array slides in the hybridization 
chambers, taking care to remove any dust using a stream of compressed air. 

2. If using LifterSlips clean them carefully with high-grade ethanol, and then 
dry and dust them with compressed air; this step aids the application of the 
hybridization sample to the array and reduces the chance of bubbles forming 
under the LifterSlip. 

3. Carefully place a LifterSlip over each microarray such that the dull white strips 
are along the long axis of the slide and touching the glass. 

4. To maintain humidity inside the hybridization chamber during the incubation, 
apply a 3-pL drop of 3X SSC to each corner of the slide. 

3.5.2. Sample Application and Hybridization 

1. LifterSlip protocol: 

a. Apply the hybridization mix to the array by placing a pipet tip at one end 
of the LifterSlip and allow the sample to move up underneath the cover slip 
by capillary action. 

b. Move the pipet tip repeatedly along the length of the cover slip to avoid 
any bubbles. 

c. Once the space beneath the LifterSlip is completely full, add sample to the 
other end of the LifterSlip to top off both ends. 

2. Flat cover slip protocol: 

a. Apply the hybridization mix to the array by pipeting it gently onto the center 
of the array taking care not to introduce air bubbles. 

b. Using tweezers apply a cover slip on top of the hybridization mix. Place the 
edge of the cover slip down first just beyond the edge of the array and then 
allow it to fall from 45° or less to the slide. 

3. Place the cover on the hybridization chamber and tighten the lid screws to make 
watertight. Place the chamber into a water bath and incubate at 63-65°C for at least 
5 to 6 h or overnight (12 h maximum). Take care to keep the chamber horizontal at 
all times so as not to disturb the 3X SSC droplets or the cover slip. 

3.5.3. Stringency Wash Step 

1. After incubation, remove the chambers one at a time from the water bath and 
dry each with a paper towel. Keep the chambers level at all times and handle 
them gently in order not to disturb the cover slips. Unscrew the chamber and 
remove the slide. 

2. For the first rinse, wash the slides one at a time by placing each on a slide rack 
immersed in a glass dish containing 330 mL of distilled FLO, 20 mL of 20X 
SSC, and 1 mL of 10% SDS. Move the slide gently up and down in order to 
dislodge the coverslip, taking care not to allow it to scratch the surface of the 
array. Plunge the rack up and down in the solution 10-20 times. 

3. For the second rinse, to avoid carryover of SDS from the first wash, blot the base 
of each slide on paper towels before transferring to a slide rack in a second glass 
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dish containing 350 mL of distilled H 2 0 and 1 mL of 20X SSC. However, do 
not allow the surface of the slide to dry completely during the transfer between 
washes. After all slides are in the second rack, plunge the rack a few times in the 
wash solution and then remove the entire rack and blot on a paper towel. Dry the 
arrays by centrifuging at lOOg for 5 min (see Note 9). 

4. Scan the arrays within several hours of hybridization—the fluorophor signal 
deteriorates with time. 

3.6. Normalization Procedure 

Following image acquisition and spot assignment using a commercially or 
freely available software package (see Note 10), the signal intensities in both 
channels should be normalized according to an a priori experimental design. 
Normalization is a key step in data processing that can significantly affect 
later analyses. If improperly carried out, it can lead to significant artifacts in 
gene expression patterns. 

3.6.1. Average Bulk Normalization 

One of the more common methods of normalization is to equalize the 
cumulative intensities of the Cy3- and Cy5-labeled channels. This method is 
based on the assumptions that (1) total RNA levels are constant between the 
two samples; and that (2) expression changes in the experimental channel will 
consist of equal, or almost equal, proportions of over- and underexpressed 
mRNAs. 

To accomplish average bulk normalization, first select a representative set 
of spots from the microarray based on a combination of criteria including 
signal intensity, homogeneity of spot color ratio, and fraction of pixels above 
background. Ensure that the selected set is representative of the entire array; 
that is, at least 50% of all spots should be included in the selected set. 

The normalization factor is calculated by taking the logarithm of the red-to- 
green intensity ratios observed for each spot in the selected representative set. 
The sum of these logarithms, according to the assumptions of average bulk 
normalization, should be equal to 0. Thus, subtracting from each logged ratio 
the average of the logs of ratios will satisfy the requirement for the sum. This 
average of the logarithms of ratios is the normalization factor. 

3.7. General Considerations for Controlling Microarray Quality 

Highly parallel analysis of nucleic acid abundances on DNA microarrays 
presents new challenges in experimental quality control. We find that many 
elements of the experiment must be tuned simultaneously to obtain reliable 
data from these studies, including, but not limited to, hybridization conditions, 
DNA spotting, and normalization. Failure to adjust correctly any combination 
of experimental parameters can lead to the production of misleading results. 
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Following are several points to consider in assessing the quality of data obtained 
in two-color microarray hybridizations: 

1. Any spots from which data are obtained must be representative for that array, 
and abnormal or non-uniform spots should be visually flagged and removed from 
further analysis. If a large fraction of spots on the array must be flagged, the 
quality of the remaining data is suspect. 

2. If the experimental design calls for average bulk normalization (see Subheading 
3.6.1.), verify that the normalized ratios are normally distributed. While estimat¬ 
ing a fit to a Gaussian distribution may not always be a practical option, one 
should be alert for the warning signs such as bi- or multimodality, disparity 
between the mean and median ratios, and more than a twofold excess of ratio 
values falling into the distribution tails. Finally, if normalization was performed 
on a properly representative set of genes, the distribution of the ratios in the log 
space for the entire array should be centered at or very near zero. If you observe 
any of these deviations from expectations, repeat the normalization by including 
more spots in the normalization set. If the problems do not resolve, exclude the 
array from further analysis. 

3. To ensure the integrity of microarray data, one should also control for nonspecific 
hybridization to the array. This is accomplished by spotting elements on the array 
that show no appreciable sequence identity to any of the potential probes. We have 
used 384 yeast amplicons for this purpose. Although some hybridization signal is 
generated by these elements, it has been consistently lower than the signal from 
the ORF elements on array. Ideally, only spots that demonstrate signal intensity 
reproducibly above the signal intensity of the yeast control spots should be 
included in the analysis of E. coli data. 

4. It is important to have a consistent and relatively large amount of DNA spotted 
on each element in the array. The amount of DNA in a spot available for 
hybridization is influenced by the concentration of DNA in the printing solution, 
the salt concentration in the printing solution, the printing mechanism, and the 
quality of the slide surface. We have observed that printing from 3X SSC DNA 
solutions containing 100-300 ng/qL of nucleic acid produces acceptable spot 
quality. Spots printed in this manner provide maximal fluorescence intensity 
after 6 h of hybridization and demonstrate independence between expression 
ratios and variation in the amount of deposited DNA. 

3.8. E. coli Internet Resources 

A large class of bacterial microarray experiments involves searching for 
genes whose RNA levels change on some perturbation to the culture, whether 
it is a different phase of growth, a genetic change, or a change to the medium 
or environment. First, one determines the set of genes that is perturbed under a 
given condition. Second, one wishes to solve the puzzle of how the condition 
causes those perturbations. In facing this challenge, it is essential to have 
access to comprehensive information about the genes of an organism and 
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their potential relationships. In the following sections, we describe several 
Internet-accessible E. co/i-oriented databases that are useful in the analysis 
and interpretation of microarray data. 

3.8.1. NCBI 

There are three genome sequences for E. coli at NCBI. These are E. coli K12 
(October 13, 1998) (9), E. coli 0157:H7 (March 7, 2001), and E. coli 0157:H7 
EDL933 (January 25,2001). Links to the complete genome sequences for E. coli 
and other bacteria can be found at http://www.ncbi.nlm.nih.gov/PMGifs/ 
Genomes/eub.html. At the NCBI site, one can search for genes by name or 
position in the genome. Once a gene is identified, it can be displayed in a 
genome browser in which other nearby genes are displayed, color coded by 
metabolic function. By clicking on a gene in the genome browser, one arrives 
at a page where the best BLAST hits to the gene are identified and displayed. 
Lrom this page, links to other information about the gene and its BLAST 
neighbors are available, including taxonomy, conserved domains, and clusters 
of orthologous groups. The NCBI site is well linked and its sequence data are 
updated frequently. Work on improving the site is ongoing, and the appearance 
of new views and tools is frequent. 

3.8.2. Colibri 

The Colibri Web site at http://genolist.pasteur.fr/Colibri, like the NCBI site, 
provides a graphic genome browser. This site provides the capability to identify 
genes by name or to search within chromosomal regions. Leatures at this site 
include the ability to search for genes by their codon usage, molecular weight, 
and isoelectric point. One can easily view and download sequences (protein 
and DNA) and gene lists for specified regions of the genome. Lists of genes 
can be created by searches and then sorted by various criteria. The genome 
represented is that of E. coli K12 MG1655 (10), and the Colibri annotation 
corresponds to that of EcoGene. 

3.8.3. EcoGene 

The EcoGene Web site contains a wealth of useful information and annota¬ 
tion for E. coli. (http://bmb.med.miami.edu/EcoGene/EcoWeb) (11). Informa¬ 
tion at the site is developed in collaboration among K. Rudd, Colibri, and the 
E. coli Genetic Stock Center at Yale (http://cgsc.biology.yale.edu) (9). The 
sequence data at the site are that of E. coli K-12. Among the most important 
links at this site are those to the most relevant literature for each gene. The 
ability to identify articles about genes through curated selections can be more 
direct than using keyword-based search strategies. 
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3.8.4. GenProtEC 

The GenProtEC Web site (http://geneprotec.mbl.edu) (12) provides informa¬ 
tion about functional gene categories in E. coli. There are many ways in which 
the site can be queried; one can go from gene to category and category to 
gene. This site is a good place to look for functional relationships among 
genes. The categories are described in a three-level hierarchy, which makes 
learning about either the broad cellular role or the specific function of a protein 
straightforward. 

3.8.5. RegulonDB 

RegulonDB (http://www.cifn.unam.mx/Computational_Genomics/regulondb) 
(13) is a database of transcriptional regulation in E. coli. A large number of 
regulators and their regulatory loci can be found at its site. RegulonDB is 
also part of the EcoCyc database, and it provides a genome browser in which 
operons are marked. 

3.8.6. EcoCyc 

EcoCyc (http://www.ecocyc.org) (14) is a comprehensive Web site for E. coli 
gene and pathway information. The site contains a database of genes, enzymatic 
reactions and pathways, functional categories (12), and transcriptional regula¬ 
tors (RegulonDB) (13). Notably, at EcoCyc it is possible to map expression 
values onto pathways. One drawback of the site is that it is difficult to 
download/export large amounts of information, something often required in 
array-based investigations. EcoCyc is updated frequently and new tools come 
online periodically. 

3.8.7. E. coli Entry Point 

The E. coli Entry Point (http://coli.berkeley.edu/ecoli) is an effort to organize 
and provide access to information about E. coli in a way that makes it easy 
to interpret and understand microarray data. The site facilitates analysis of 
microarray results by allowing the identification of relationships among lists of 
genes. Among the relationships that can be identified are proximity on genome, 
common operon, sequence similarity, common transcriptional regulator, and 
common gene function. Genes can be sorted by location on the genome and 
grouped by operon. One can identify known nearby regulatory protein-binding 
sites common to a list of genes and display these in a table. Hyperlinks to 
external data sources are provided for access to more detailed information 
about individual genes. All of the information at the E. coli Entry Point was 
downloaded from external sources. 



76 


Khodursky et al. 


4. Notes 

1. To avoid ribonuclease contamination during RNA isolation and fluorescent 
labeling, use only RNase-free and/or DEPC-treated solutions, RNase-free micro- 
fuge tubes, and filter pipet tips. For storing and handling of RNase-free solutions, 
we recommend using sterile, disposable polypropylene tubes. These tubes are 
generally RNase free and do not require further treatment. Glassware, however, 
should be DEPC treated and baked to ensure that it is RNasefree. 

2. At this point in the protocol cells can alternatively be resuspended and RNA 
extracted according to the RNeasy Midi protocol by Qiagen. Be sure to include the 
“optional” on-column DNase treatment step described in the manual. RNA can be 
isolated from bacterial cells by either chemical extraction or binding to a silica 
gel-based membrane. Factors to consider in choosing a method include cost of 
materials, time constraints, toxicity of reagents, and personal preference. Advan¬ 
tages of the chemical extraction protocol presented include scalability for greater 
or smaller yield and lower cost. Advantages of using RNA binding membranes 
such as RNeasy from Qiagen are speed, lower chance of ribonuclease contamina¬ 
tion, and lower toxicity of reagents. Experience has shown that RNA preparation 
is more consistent using the RNA binding column method provided that kits are 
less than 6 mo old. The column method has the additional advantage of allowing 
on-column DNase digestion. This avoids the second purification step necessary to 
inactivate and remove the nuclease if digestion is performed separately. 

3. This protocol allows for a quick-chill quenching of bacterial metabolism and 
does not involve reagents that potentially perturb the polyadenylation reaction 
and/or the integrity of ribosomes and subribosomal particles. 

4. The mechanical lysis procedure is efficient only using a Mini-BeadBeater and has 
not been reproduced adequately when vigorous vortexing was used instead. 

5. Only the direct-labeling protocol has been attempted with enriched mRNA. All 
RNA obtained at the end of the mRNA isolation and enrichment protocol should 
be used in a single labeling reaction. 

6. We estimated the cost of one reaction (without bulk discounts and promotion 
prices) using the direct incorporation protocol to be $57.00; the cost of indirect 
labeling is estimated at $31.00 per reaction. 

7. This method has been adopted from the Web site www.microarrays.org, main¬ 
tained by Dr. Joe DeRisi at the University of California at San Francisco. 

8. About 1 of every 25 Microcon YM-30 filters depending on the batch does not 
retain the labeled cDNA. An indication of filter failure when following the 
direct-labeling protocol is rich color of the flowthrough and/or dry membranes 
on individual filters of a set, while most of the other filter membranes remain 
wet. In the event of such a failure, the sample can be recovered by applying the 
flowthrough to a new filter. 

9. To avoid streaking on the slide surface, this step has to be performed swiftly. 
Use only centrifuges that provide rapid acceleration (Beckman models GP and 
Allegra 6, or comparable). 
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10. We currently use series 4000 scanners from Axon for image acquisition and 
the accompanying GenePix software for image analysis. We have also used the 
free ScanAlyze software package by Mike Eisen for image analysis, which is 
available for download at http://rana.lbl.gov. 
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Isolation of Polysomal RNA for Microarray Analysis 

Yoav Arava 

1. Introduction 

DNA microarrays have been used extensively in recent years to study mRNA 
expression profiles of different cell types under various growth conditions. 
These steady-state mRNA profiles provide a wealth of information about 
cellular functions and responses. However, they do not necessarily reflect the 
ultimate gene expression profile of a cell since the step of translation might 
lead to discrepancies between the mRNA profile and the profile of the actual 
functioning unit in the cell, the protein (e.g., 1 , 2 ). 

One of the most common methods to study translation mechanisms and 
regulation is polysomal profiling using sucrose gradients. The method involves 
size separation of large cellular components on a sucrose gradient and monitor¬ 
ing the A 260 across the gradient. Although termed polysomal profile, the A 260 
profile of the separated complexes (Fig. 1) contains information not only 
about polyribosomes (two or more ribosomes), but also about other transla¬ 
tion machinery components, including the small ribosomal subunit, large 
ribosomal subunit, and single ribosome. Changes in this profile are indicative 
of changes in translation. For example, yeast cells growing under different 
carbon sources present different polysomal profiles owing to inhibition of 
translation initiation (3). 

To study the behavior of specific mRNAs, the gradient is fractionated and the 
different fractions are analyzed by Northern analysis. Important information 
regarding translation of these mRNAs is obtained. The fraction of translation- 
ally active messages (those associated with ribosomes) can be deduced from 
the ratio between messages that sediment in the polysomal fractions vs those 
that sediment in the nonpolysomal fractions. Changes in this ratio indicate 
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Fig. 1. Representative polysomal profile obtained from yeast cells grown to mid-log 
phase in rich medium. (A) Continuous OD 254 of 10-50% sucrose gradient with peaks 
corresponding to the 40S, 60S, 80S, and polysomal complexes indicated. (B) The 
gradient was separated to 14 fractions and run on an agarose gel. Fraction 4 contains 
the 40S subunit, as apparent by the strong 18S rRNA band, whereas fraction 5 (60S) 
contains mostly the 25S rRNA band. Fractions 7 and higher contains equal amount of 
both 18S and 25S, indicating intact ribosomes. Note the variable amounts of mRNA 
and rRNA between fractions. 


changes in translation efficiency, as was demonstrated for the L32 ribosomal 
mRNA (4). Another important indication of translation regulation comes 
from analyzing changes in the number of ribosomes with which the mRNA 
is associated. For example, the yeast transcription regulator GCN4 normally 
sediments in the fraction containing only one ribosome, but upon amino acids 
starvation, it appears to be associated with more ribosomes, indicative of 
translation activation (5). 

The use of DNA microarrays enables simultaneous analysis of thousands of 
genes from each polysomal fraction. Such analyses were performed for yeast 
cells (6) and for mammalian cells (7-9) and led to unsupervised identification 
of many translationally regulated genes. 
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The following protocol is designed to obtain sufficient amounts of high- 
quality mRNA for microarray analysis. By using this protocol, a clear and 
reproducible signal for even very low abundance yeast genes is observed. 

2. Materials ( see Note 1) 

1. Cycloheximide: Dissolve in water to 10 mg/mL, and store at -20°C up to several 
months. Protect from light. Cycloheximide is highly toxic, with an LD 50 of 
<50 mg/kg ( see Note 2). 

2. Heparin: Dissolve in water to 10 mg/mL and store at -20°C (see Note 3). 

3. 75% Sucrose (w/v): This is the stock solution for preparation of the gradients. 
Dissolve in water and filter. 

4. 10% Sucrose: 10% sucrose, 20 m M Tris-HCl, pH 8.0, 140 m M KC1,5 m M MgCl 2 , 
0.5 m M dithiothreitol (DTT), 0.1 mg/mL of cycloheximide, and 0.5 mg/mL of 
heparin. Vortex well. Prepare fresh each time, 3 mL for every gradient. 

5. 20% Sucrose: 20% sucrose, 20 m M Tris-HCl, pH 8.0, 140 m M KC1, 5 m M 
MgCl 2 , 0.5 m M DTT, 0.1 mg/mL of cycloheximide, and 0.5 mg/mL of heparin. 
Vortex well. Prepare fresh each time, 3 mL for every gradient. 

6 . 30% Sucrose: 30% sucrose, 20 m M Tris-HCl, pH 8.0, 140 m M KC1,5 m M MgCl 2 , 
0.5 m M DTT, 0.1 mg/mL of cycloheximide, and 0.5 mg/mL of heparin. Vortex 
well. Prepare fresh each time, 3 mL for every gradient. 

7. 40% Sucrose: 40% sucrose, 20 m M Tris-HCl, pH 8.0, 140 m M KC1, 5 m M 
MgCl 2 , 0.5 m M DTT, 0.1 mg/mL of cycloheximide, and 0.5 mg/mL of heparin. 
Vortex well. Prepare fresh each time, 3 mL for every gradient. 

8 . 50% Sucrose: 50% sucrose, 20 m M Tris-HCl, pH 8.0, 140 m M KC1,5 m M MgCl 2 , 
0.5 m M DTT, 0.1 mg/mL of cycloheximide, and 0.5 mg/mL of heparin. Vortex 
well. Prepare fresh each time, 3 mL for every gradient. 

9. Yeast lysis buffer: 20 mM Tris-HCl, pH 8.0,140mMKCl, 1.5 mMMgCL, 0.5 mM 
DTT, 0.1 mg/mL of cycloheximide, 1 mg/mL of heparin, and 1% Triton X-100. 
Prepare fresh each time and cool on ice. 

10. Mammalian lysis buffer: 15 m M Tris-HCl, 5 m M MgCL, 0.3 M NaCl, 0.5 m M 
DTT, 0.1 mg/mL of cycloheximide, 1 mg/mL of heparin, and 1% Triton X-100. 
Prepare fresh each time and cool on ice. 

11. Phosphate-buffered saline (PBS) containing 0.1 mg/mL of cycloheximide. 

12. Pump solution: 40% sucrose, 0.01% bromophenol blue in water. This solution is 
used to fill the syringe pump and to push the gradient through the UV detector. 
The addition of bromophenol blue enables clear detection of boundary between 
the sample and the pump solution. 

13. 8 M Guanidine HC1. 

14. 7.5 M LiCl: Prepare with diethylpyrocarbonate (DEPC)-treated water, filter, and 
keep at room temperature. 

15. TE: 10 mM Tris-HCl, pH 8.0, 1 mM EDTA, pH 8.0. 

16. Water-saturated phenol: chloroform: Mix equal volumes of water-saturated 
phenol with chloroform. Keep at 4°C protected from light. 

17. Beckman polyallomer centrifuge tubes (14 x 89 mm; cat. no. 331372). 
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18. Glass beads (0.45-0.55 mm diameter). Cool to 4°C before use. 

19. Collection system: The gradients are separated and collected using a collection 
system that includes the following components (a complete description of 
the components and manuals can be obtained from the suppliers: Isco at 
www.isco.com, and Brandel at www.brandel.com): 

a. ISCO UA-6® absorbance detector with a 254-nm type 11 filter. 

b. ISCO Retriever II fraction collector. 

c. Brandel syringe pump (SYR-101). 

d. Brandel model no. 184 fractionator with 5-mrn flow cell. 

20. BOREX™ glass tubes (13 x 100 mm). 

3. Methods 

3.1. Preparation of Gradient 

Linear sucrose gradients are prepared by layering different concentrations 
of sucrose and storing the gradients overnight at 4°C. During this incubation, 
the sucrose diffuses and generates a linear gradient. Alternatively, a gradient 
maker can be used to prepare the gradients (in this case only a short incubation 
at 4°C is necessary). The volumes indicated are for one gradient of 11 mL and 
should be increased proportionally for every additional gradient. 

1. Prepare 3-mL mixes of 10, 20, 30, 40, and 50% sucrose solutions in 15-mL 
tubes. Vortex well. 

2. Using a long Pasteur pipet, layer 2.2 mL (2.2 mL is up to the neck of the pipet) 
of each 10, 20, 30, 40, and 50% sucrose solution in Beckman polyallomer tubes. 
I find that the easiest way is to underlay the solutions: first layer the 10% sucrose 
and then underlay the 20% sucrose by inserting the tip of the pipet almost to the 
bottom of the tube and slowly inject the 20% solution under the 10% solution. 
Try to avoid mixing of the two layers or introducing air bubbles (see Note 
4). Underlay the 30, 40, and 50% sucrose solutions in the same manner. Keep 
the remnants of the solutions to use for setting the baseline (see Subheading 
3.3., step 1). 

3. Cover with aluminum foil and store overnight at 4°C to allow equilibration. 

3.2. Cell Lysis 

3.2.1. Lysis of Yeast Cells 

The following protocol uses mild detergent and vortexing in the presence 
of glass beads to lyse yeast cells. The volumes are for an 80 mL culture (one 
gradient). Extracts are routinely made from 500 mL of culture and split into six 
gradients. It is important to perform all steps on ice with precooled solutions 
and tubes. 

1. Start an overnight culture and grow cells to mid-log phase (OD 600 : 0.4-0.6). 
Doubling time for strains S288c and BY4741 growing in YPD at 30°C is 
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approx. 90 min. The doubling time will vary depending on the strain and growth 
conditions. 

2. Add cycloheximide to a final concentration of 0.1 mg/mL, cool, and immediately 
spin down the cells at 6000g for 4 min at 4°C ( see Note 5). 

3. Discard the supernatant, resuspend the cell pellet in 2.5 rnL of lysis buffer, and 
spin as in step 2. 

4. Repeat step 3. 

5. Resuspend in 0.7 mL of lysis buffer, transfer to corex tubes, and add approx 0.6 vol 
of chilled glass beads (0.45-0.55 mm). Vortex hard for 20 s and cool on ice for 
100 s. Repeat four times to achieve complete lysis. 

6 . Spin down at 2600g for 5 min at 4°C. Transfer the supernatant (approx. 500 uL) 
to a 1.6-mL tube. 

7. Spin at 7200 g for 5 min at 4°C. Transfer to a new 1.6-mL tube. 

8 . Bring to a final volume of 1 mL with lysis buffer. Carefully load ~0.8 mL of 
the lysate on each gradient. 

9. Insert the gradients into precooled SW41 rotor buckets. If necessary, balance the 
gradients with lysis buffer ( see Note 6). 

10. Spin at 35,000 rpm for 160 min at 4°C ( see Note 7). 

3.2.2. Lysis of Mammalian Cells 

This protocol was used for HeLa cells grown in suspension. For adherent 
cells, use the same solutions and lyse the cells directly on the plate. 

1. For each gradient, grow 2 x 10 7 cells (at a density of 2 x 10 5 cells/mL). 

2. Add cycloheximide to a final concentration of 0.1 mg/mL. Immediately spin 
at 200g for 4 min. 

3. Wash the cells twice with 5 mL of cold PBS containing 0.1 mg/mL of 
cycloheximide. 

4. Resuspend in 1 mL of mammalian lysis buffer. 

5. Incubate on ice for 10 min with occasional mixing. 

6 . Spin at 12,000g for 10 min. Transfer to a new tube. 

7. Carefully load 0.8 mL of the lysate on each gradient. 

8 . Insert the gradients into precooled SW41 rotor buckets. If necessary, balance the 
gradients with lysis buffer ( see Note 6). 

9. Spin at 35,000 rpm for 190 min at 4°C (see Note 7). 

3.3. Collection of Fractions 

There are multiple methods to collect fractions from the sucrose gradient. 
The simplest one involves puncturing the bottom of the tube and collecting 
drops. OD 260 measurement of each fraction will give an estimate of the amount 
of nucleic acid in each fraction. The method described here uses a syringe pump 
to push the gradient through a UV detector, thereby generating a continuous 
OD profile in which the first fractions contain the slow migrating complexes 
(Fig. 1). 



84 


Arava 


Gradients are fractionated and collected using the ISCO collection system 
with the following settings: pump speed, 0.75 mL/min; fraction time, 1.2 min/ 
fraction; chart speed, 60 cm/h; sensitivity, 1 to 2 (depending on the desired 
resolution); peak separator, off; noise filter, 1.5. These settings result in 
14 fractions each with a volume of ~0.9 mL. They can be easily modified 
to collect more or fewer fractions (e.g., a fraction time of 1.5 min will lead 
to collection of 10 fractions, approx 1.2 mL each). 

1. For baseline setting, till the syringe with pump solution. Assemble the blank 
polyallomer tube containing 10% sucrose (use the remnants from Subheading 
3.1., step 2) in the flow cell and pump it through the UV detector. Once the 10% 
sucrose solution gets to the UV detector, set the sensitivity dial to “Set lamp and 
optics” and press the “Auto baseline” button. Then switch the sensitivity dial to 
2 and again press the “Auto baseline” button. 

2. Wash the flow cell by reversing the pump and drawing approx 2 mL of water, 
then 2 mL of 70% ethanol and again 2 mL of water. 

3. Remove the polysome gradients from the ultracentrifuge. Assemble one gradient 
and pump the sample through the detector. Keep the rest of the gradients at 
4°C (see Note 8). 

4. Start the retriever as the sample begins dripping. Do not collect the first one or 
two drops; they contain some material from the tubing (see Note 9). 

5. Collect the fractions in 13 x 100 mm glass tubes containing 2 mL of 8 M 
guanidine HC1. 

6 . Collect the whole polysomal gradient, including a few drops of the pump solution 
(which can be easily distinguished because it is blue). 

7. Wash the flow cell as in step 2. 

8 . If collecting more than one gradient, repeat steps 3-7 for each gradient. Since 
similar fractions from several gradients will be pooled together in the next steps, 
it is important to ensure that in all gradients the same fractions contain the same 
polysomal complexes (see Note 10). 

3.4. RNA Extraction 

To obtain sufficient amounts of mRNA for microarray analysis, identical 
fractions from at least two gradients are pooled together. Indicated volumes 
are for material from three gradients. 

1. Pool similar fractions into a 50-mL Oak Ridge tube, and precipitate by adding an 
equal volume of 100% ethanol and incubating overnight at -20°C. 

2. Spin at 12,000g for 20 min at 4°C using an SS-34 rotor. Discard the supernatant. 

3. Add 1 mL of 85% ethanol and spin as in step 2. 

4. Resuspend in 400 pL of TE, pH 8.0. The first fractions contain high amounts of 
heparin. To ease their resuspension, add the TE and let the sample stand for a 
few minutes at room temperature. 
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5. Transfer to a 1.6-mL tube, and precipitate again by adding 0.1 vol of 3 M sodium 
acetate, pH 5.3, and 2.5 vol of 100% ethanol. 

6 . Resuspend in 650 pL of double-distilled water. To remove any residual proteins add 
650 pL of water-saturated phenol: chloroform. Vortex vigorously and centrifuge 
for 2 min at top speed. Transfer 500 pL of the aqueous phase to a new tube. 

7. Bring to 1 mL with water and add LiCl to a final concentration of 1.5 M. Incubate 
overnight at -20°C. The LiCl precipitation will remove any residual heparin, 
which might interfere with the labeling reaction (see Subheading 3.5.). 

8 . Thaw the samples at 4°C. Spin down at top speed in a cooled centrifuge for 
30 min. Carefully discard the supernatant. Add 200 pL of 75% ethanol and 
spin again as just described. Discard the supernatant, air-dry, and resuspend 
in 150 pL of water. 

9. To remove any residual LiCl, precipitate again by adding 0.1 vol of 3 M sodium 
acetate, pH 5.3, and 3 vol of 100% ethanol and incubating overnight at -20°C. 

10. Spin down, wash with 75% ethanol, and air-dry as in step 8 . 

11. Resuspend in 25 pL of 1 in M Tris, pH 7.4, and store at -70°C. 

12. Analyze 5 pL of each sample on 1.5% agarose gel. The profile should be similar 
to the one in Fig. IB: a strong band corresponding to the 18S RNA at fraction 4, 
25S rRNA at fraction 5, and both bands corresponding to both rRNA in fractions 
6-14 ( see Fig. IB). 

13. Use 14 pL of each sample for labeling. 

3.5. RNA Labeling and Hybridization 

RNA labeling and hybridization steps are performed according to the 
standard protocols (http://cmgm.stanford.edu/pbrown/protocols/index.html). 
Several important points should be considered regarding the polysomal 
profiles: 

1. Different fractions contain different amounts of RNA (both total RNA and 
mRNA). To maintain these relative differences, equal amounts of exogenous 
mRNA can be spiked to each of the fractions at the first step of collection. PCR 
fragments complementry to these mRNA should be spotted on the microarray, 
and their signal can be used to normalize for differences between fractions. 

2. Do not attempt to label and hybridize a large number (>5) of samples at the 
same time. Usually I split the labeling and hybridization of 14 microarrays into 
three groups. 

3. If hybridizing the samples with a common, unrelated reference, it is important to 
use exactly the same reference sample in all fractions in order to reduce variation. 
In such “type 2” experiments, 15 pg of yeast RNA prepared by the hot phenol 
procedure is sufficient for each hybridization. 

4. Labeling should be made with oligo-dT primers. The use of random primers is 
not recommended since most of the generated signal will be from rRNA. This 
nonrelevant signal might interfere with the hybridization. 
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4. Notes 

1. There is no need to make reagents as RNase free up to Subheading 3.4., step 6, 
since all solutions contain substantial amounts of heparin. For steps 7-13, several 
precautions should be taken: Reagents should be of the highest grade possible 
and DEPC-treated water should be used. All plasticware (e.g., Eppendorf tubes 
and tips) should be RNase free. Always use gloves when using these solutions. 

2. Cycloheximide inhibits the ribosome’s translocation step in eukaryotic cells. Its 
use is crucial for obtaining sufficient amounts of polysomes, and its depletion 
will lead to ribosomes falling off the mRNA. 

3. Heparin is a very potent enzyme inhibitor that is used here to inhibit RNases. It 
is added both to the lysis buffer and to the gradient and must be removed in later 
steps (see Subheading 3.4., step 7) to permit efficient labeling of the RNA. The 
use of other RNase inhibitors is more expensive and less efficient; I tried RNasin® 
in concentrations of up to 150 U/mL and did not get sufficient inhibition. 

4. Alternatively, one can overlay the solutions by starting with the highest concentra¬ 
tion and layering the lower concentrations by carefully sliding the solutions 
along the wall of the tube. 

5. I have noticed that extended incubation on ice prior to centrifugation leads to 
an increase in the 80S fraction, most probably because free mRNAs are being 
loaded with ribosomes. 

6 . Although most rotors can tolerate up to 0.1 g differences between paired samples, 
I try not to exceed 0.02 g differences. Imbalances will normally cause the rotor 
to stop but sometimes might damage the centrifuge. 

7. Detailed theoretical and practical aspects of sedimentation in sucrose gradients 
are described in ref. 10 . 

8 . No change in the profile was observed even when the gradients were left at room 
temperature for several hours, indicating that the sedimented complexes are very 
stable and do not diffuse in the gradients. 

9. There are few seconds of void volume between the OD reading and the onset of 
dripping into the collection tube. Therefore, the fraction mark on the OD 254 profile 
made by the retriever does not match the actual collected fraction. To correct for 
this, each mark should be shifted to the left according to the size of void volume. 

10. The A 254 profiles of the gradients should be identical. Small variation might 
appear at the top of the gradient (fractions 1 and 2) owing to differences in the 
volume of the loaded material. It is important to verify that the same fractions 
contain the same ribosomal complexes, because they will be pooled together 
in later steps. 
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Parallel Analysis of Gene Copy Number 
and Expression Using cDNA Microarrays 

Jonathan R. Pollack 

1. Introduction 

A cDNA microarray consists of hundreds or thousands of polymerase chain 
reaction (PCR)-amplified cDNAs spotted onto a glass microscope slide, in a 
high-density pattern of rows and columns (1). cDNA microarrays were first 
used widely to quantify gene expression across hundreds or thousands of genes 
simultaneously (2,3). To measure gene expression, mRNAs from two different 
samples are differentially fluorescently labeled and cohybridized to a cDNA 
microarray, which is then scanned in dual wavelengths (Fig. 1A). For each 
cDNA element on the microarray, the ratio of fluorescence intensities reflects 
the relative abundance for that mRNA between the two samples. cDNA 
microarrays have been utilized to profile gene expression in a variety of 
organisms (1,3-6). In humans, cDNA microarrays have been used extensively 
to characterize gene expression in cancer, in which patterns of gene expression 
reveal the molecular phenotypes of tumor cells (7-9). 

More recently, DNA microarrays have also been used to characterize 
alterations in genomic DNA copy number in cancer (10-13). Alterations in 
DNA copy number, including the large chromosomal gains and losses that 
characterize aneuploidy, as well as more localized regions of gene amplifica¬ 
tion and deletion, are a near-universal finding in human cancer. Mapping 
chromosomal regions of DNA amplification and deletion is useful in the 
localization of oncogenes and tumor suppressor genes, respectively. Alterations 
in DNA copy number have been mapped genomewide using fluorescence in situ 
hybridization-based techniques, including comparative genomic hybridization 
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Fig. 1. Parallel analysis of gene expression and copy number using cDNA microar¬ 
rays. (A) Measuring mRNA levels with cDNA microarrays. mRNAs from two different 
samples (normal and tumor shown) were differentially fluorescently labeled with 
Cy3 and Cy5, respectively, and cohybridized to a cDNA microarray, which was then 
scanned in dual wavelengths. For each cDNA element on the microarray, the ratio 
of fluorescence intensities reflects the relative abundance for that mRNA between 
the two samples. The ErbB2 gene is depicted as more highly expressed in the tumor 
sample. (B) Measuring gene copy number with cDNA microarrays. In this array CGH 
technique, genomic DNA from two different samples (normal and tumor shown) were 
differentially fluorescently labeled and cohybridized to a cDNA microarray. For each 
cDNA element on the microarray, the ratio of fluorescence intensities reflects the 
relative gene copy number (i.e., amplification or deletion) between the two samples. 
The ErbB2 gene is depicted as amplified in the tumor sample. 
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(CGH) (14) and spectral karyotyping (15). However, these karyotype-based 
techniques have limited mapping resolution. 

DNA microarrays provide a higher-resolution means to map alterations in 
DNA copy number (10-13). cDNA microarrays in particular permit gene-by- 
gene analysis of alterations in DNA copy number (12). To measure gene copy 
number using this array-based CGH (array CGH) technique, genomic DNAs 
from two different samples (typically tumor and normal) are differentially 
fluorescently labeled and cohybridized to a cDNA microarray, which is 
then scanned in dual wavelengths (Fig. IB). For each cDNA element on the 
microarray, the ratio of fluorescence intensities reflects the relative gene copy 
number (i.e., amplification or deletion) between the two samples. 

More important, cDNA microarrays now permit the parallel measurement of 
gene copy number and gene expression (12). This is useful in the evaluation 
of candidate oncogenes. For example, only those genes within an amplicon 
that are highly expressed when amplified should be further considered as 
candidate oncogenes (Fig. 2). The parallel measurement of gene copy number 
and expression also permits genomic-scale analysis of the impact of widespread 
alterations in gene copy number on gene expression in cancer (16). The 
methodology for labeling and hybridizing RNA to cDNA microarrays is now 
well established (17). This chapter details the methodology for labeling and 
hybridizing genomic DNA to cDNA microarrays, requisite for the parallel 
analysis of gene copy number and expression. 

2. Materials 

2.1. Labeling of Genomic DNA 

1. Dpnll restriction enzyme and 10X buffer (New England Biolabs). 

2. PCR purification kit (Qiagen). 

3. Bioprime labeling kit (Invitrogen). 

4. 10X dNTP mix: 0.6 m M dCTP; and 1.2 m M each of dGTP, dATP, and dTTP in 
TE 8 0 ; prepare from ultrapure dNTP solutions (Pharmacia). 

5. Cy5-dCTP, Cy3-dCTP (Amersham); supplied as 1 m M stock solutions. 

2.2. Hybridization of Genomic DNA 

1. Poly(dA-dT) (cat. no. P9764; Sigma, St. Louis, MO). Prepare a 5 pg/pL stock 
solution in TE 8 0 . 

2. Yeast tRNA (Invitrogen): Prepare a 5 pg/pL stock solution in TEg 0 . 

3. Human Cot-1 DNA (Invitrogen); supplied as a 1 pg/pL stock solution. 

4. 20X saline sodium citrate (SSC) solution. 

5. 10% sodium dodecyl sulfate (SDS) solution. 

6 . Microcon 30 Filters (Amicon). 

7. Hybridization chambers (Corning, Monterey Industries [www.montereyindustries. 
com], or equivalent). 
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Fig. 2. cDNA microarray measurements of gene copy number across chromosomal 
region 17q 12-21.1 in six different breast cancer cell lines. Fluorescence ratios 
(tumor/normal) are plotted on a log 2 scale for genes ordered by nucleotide position 
(using the “Golden Path Human Genome Assembly”; http://genome.ucsc.edu) within 
this region of the chromosome. Fluorescence ratios >1 indicate gene amplification. 
Genes determined by parallel microarray analysis to be highly expressed when 
amplified are indicated by black text. The smallest region amplified among all samples 
is highlighted in gray and includes the highly expressed genes MLN64, ERBB2, and 
GRB7. 


8 . Glass microscope slide cover slips (22 x 60 mm) (Fisher). 

9. Slide rack and three glass staining dishes (Wheaton). 

10. Desktop centrifuge (Beckman Allegra 6R or equivalent), with microtiter plate 
carriers. 




93 


Gene Copy Number and Expression Using cDNA Microarrays 

2.3. Data Reduction and Analysis 

1. GenePix 4000B scanner (Axon), or equivalent, for imaging microarrays follow¬ 
ing hybridization. 

2. GenePix software (Axon), or equivalent, for data reduction (e.g., matching pixels 
to cDNA spots, calculating fluorescence ratios). 

3. Microsoft Excel, or various more specialized or custom microarray databases, 
for data manipulation. 

3. Methods 

3.1. cDNA Microarrays 

Many universities, medical centers, and companies have established “core 
facilities” dedicated to printing cDNA microarrays. cDNA microarrays can also 
be purchased from various commercial vendors. cDNA microarrays printed 
on poly-L-lysine coated glass microscope slides produce consistently good 
hybridizations with low fluorescence backgrounds. Prior to use, cDNA micro¬ 
arrays should be processed to block nonspecific hybridization to the positively 
charged polylysine coating. Standard protocols exist for this procedure (17). 

3.2. Labeling and Hybridization of RNA 

To measure gene expression, RNA should be isolated from cancer cell lines 
or tumors using Tri-reagent (MRC or Invitrogen), or equivalent. Standard 
protocols are available for the labeling and hybridization of RNA (17). 

3.3. Isolation of Genomic DNA 

Genomic DNA can be isolated from cancer cell lines or tumors by any 
of several standard techniques (see Note 1). Anion-exchange column-based 
procedures (e.g., Genomic DNA Isolation Kit; Qiagen) offer a convenient 
option for preparation of high-quality genomic DNA. Tri-reagent (MRC) offers 
the possibility of isolating genomic DNA and RNA from the same tissue 
sample (18). Genomic DNA concentration should be accurately quantified by 
ultraviolet spectrophotometry. 

3.4. Labeling of Genomic DNA 

1. In separate 1.5-mL Eppendorf tubes, digest 4 ug each of tumor and normal 
genomic DNA with Dp/dl restriction enzyme (New England Biolabs), according 
to the manufacturer’s instructions (see Notes 2 and 3). 

2. Clean up the digested DNAs using the PCR purification kit (Qiagen), following 
the manufacturer’s instructions. Resuspend each DNA sample in 21 pL of TE 8 0 
in a 1.5-mL Eppendorf tube. 
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3. To each DNA sample, add 20 pL of 2.5X random primer mix (Bioprime labeling 
kit; Invitrogen) (see Note 4). 

4. Boil for 5 min and then place on ice for 5 min. 

5. To each tube on ice, add 5 pL of 10X dNTP mix ( see Note 5), 3 itL of Cy5- 
dCTP (tumor DNA sample) or Cy3-dCTP (normal DNA sample), and 1 pL of 
concentrated Klenow enzyme (see Note 6). 

6 . Incubate at 37°C for 2 h. 

7. Stop the reaction by adding 5 pL of stop solution (0.5 M EDTA 8 0 ; Bioprime 
labeling kit; Invitrogen). 

3.5. Hybridization of Genomic DNA 

1. Combine both labeled DNA samples together with 400 pL of TE 7 4 in a Microcon 
30 filter, and spin at 12,000g for 10-12 min at room temperature in a micro¬ 
centrifuge. The retained volume should be approx 20 pL (see Note 7). Discard 
the flowthrough. 

2. Add an additional 450 pL of TE 7 4 , spin at 12,000g for 10-12 min, and discard 
the flowthrough (see Note 8). 

3. Add an additional 400 pL of TE 7 4 ,4 pL of poly(dA-dT) stock solution, 20 pL of 
yeast tRNA stock solution, and 50 pL of human Cot-1 stock solution (see Note 9). 
Spin at 12,000g for 12 min and discard the flowthrough. 

4. Invert the Microcon 30 filter into a new Eppendorf tube, and spin at 12,000g for 
1 min to recover the labeled DNA. 

5. Increase the volume of the recovered, labeled DNA mixture to 32 pL by adding 
ddPEO. 

6 . Add~ 6.8 pL of 20X SSC and mix. 

7. Add 1.2 pL of 10X SDS and mix gently to avoid forming bubbles. 

8 . Boil the hybridization mixture for 2 min, and then incubate at 37°C for 30 min. 

9. Carefully pipet the hybridization mixture onto the cDNA microarray, and overlay 
with a 22 x 60 mm glass cover slip (see Note 10). 

10. Incubate in a hybridization chamber at 65 °C for 16 h. 

3.6. Washing Microarrays After Hybridization 

Following hybridization, wash the cDNA microarray to remove unbound 
labeled DNA. The following three sequential wash steps should be performed 
using a slide rack, transferring among three separate glass staining dishes, each 
containing volumes of 350-400 mL, with gentle agitation: 

1. Wash 1; 2X SSC/0.03% SDS at 65°C for 5 min (see Note 11). 

2. Wash 2: IX SSC at room temperature for 5 min. 

3. Wash 3; 0.2X SSC at room temperature for 5 min. 

Following the third wash, the cDNA microarray should be spun dry using a 
desktop centrifuge at 50g and room temperature for 2 min. 



95 


Gene Copy Number and Expression Using cDNA Microarrays 

3.7. Microarray Imaging, Data Reduction, and Analysis 

Following hybridization, the cDNA microarray should be scanned in dual 
wavelengths using a GenePix 4000B (Axon) scanner, or equivalent. GenePix 
software, or equivalent, should be used to extract fluorescence intensity ratios 
for each cDNA element on the DNA microarray. To compensate for variable 
labeling efficiencies, fluorescence ratios should be normalized such that the 
average fluorescence ratio for all cDNA elements on the array is set to 1. 
Microsoft Excel, or any of several more specialized microarray databases, can 
be used to store and analyze microarray data. Finally, the Golden Path Fluman 
Genome Assembly (http://genome.ucsc.edu) can be used to map fluorescence 
ratios of cDNAs to chromosomal positions, in order to identify regions of DNA 
amplification and deletion (as in Fig. 2). 

4. Notes 

1. Microdissection techniques can be used to increase the cancer cell purity in tumor 
samples. DNA isolated from ethanol- or formalin-fixed, paraffin-embedded 
samples should be of sufficient quality for microarray hybridization. 

2. Size reduction of genomic DNA serves to increase labeling efficiency. 

3. Leukocytes from the whole blood of healthy donors are a convenient source for 
normal human genomic DNA. 

4. The 2.5X random primer mix (Invitrogen) can also be prepared from separate 
components, to produce a final solution containing 125 m M Tris 6g , 12.5 m M 
MgCl 2 , 25 m M 2-mercaptoethanol, and 750 ug/mL of random octamers. The 
Bioprime labeling kit (Invitrogen) is a convenient and cost-efficient source of 
2.5X random primer mix. 

5. Be sure to use the 10X dNTP mix prepared in Subheading 2.1., item 4, and 
not the dNTP mix provided in the Bioprime labeling kit (Invitrogen), which 
contains biotin-dCTP. 

6 . The use of high-concentration Klenow (40-50 U/liL) is important for optimal 
labeling efficiency. The Bioprime labeling kit (Invitrogen) is a convenient and 
cost-efficient source, though other sources (e.g.. New England Biolabs) are 
acceptable. 

7. Centrifugation times are estimates. If necessary, here and in subsequent Microcon 
steps spin in additional 1-min increments until the volume of the retained solution 
is approx 20 uL. 

8 . This additional wash step serves to further remove unincorporated fluorescent 
nucleotides. Important: If labeling is successful, the retained labeled DNA 
mixture should appear bright purple. 

9. Poly(dA-dT) and human Cot-1 serve to block undesirable hybridization to 
extended poly(A) tails and highly repetitive DNA, respectively, contained in a 
subset of cDNA microarray elements. Yeast tRNA functions to block nonspecific 
hybridization. 
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10. A total volume of 40 pL for the hybridization solution is appropriate when 
using a 22 x 60 mm cover slip. If using a different-sized cDNA microarray and 
cover slip, adjust the total volume of hybridization solution accordingly, while 
maintaining final SSC and SDS concentrations. 

11. Performing the first wash at 65°C is important for optimizing the ratio of specific 
to nonspecific hybridization signal. 
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Genome-wide Mapping of Protein-DNA 
Interactions by Chromatin Immunoprecipitation 
and DNA Microarray Hybridization 

Jason D. Lieb 

1. Introduction 

A critical part of understanding the mechanism and logic of cellular regula¬ 
tory networks is understanding where enzymes and their regulatory proteins 
interact with the genome in vivo. From this, we can determine the genomic 
features that specify protein binding and simultaneously identify genes or 
other chromosomal elements whose function is affected by the binding. 
Recently, methods that combine well-established protocols for chromatin 
immunoprecipitations (1-6) with the surveying power of DNA microarrays 
have allowed researchers to create high-resolution, genomewide maps of the 
interaction between DNA-associated proteins and DNA (7-9). Many variations 
of the method have been published, but all contain the same basic steps (10): 
growth of cells, fixation, extract preparation, immunoprecipitation, fixation 
reversal, DNA purification, DNA amplification, microarray hybridization, and 
data analysis. The purpose here is to detail a single experimental method in 
yeast from start to finish, rather than to review all of the different protocols that 
have been used. The method described in this chapter worked for a particular 
set of DNA-associated proteins (Raplp, Sir2p, Sir3p, and Sir4p), and their 
corresponding antibody-antigen interactions (8). Since the strength, specificity, 
and mechanism of antibody-antigen and protein-DNA association vary widely, 
this protocol should be viewed as a starting point, rather than an absolute 
procedure. 

The first step is to crosslink proteins at their sites of interaction with DNA. 
This is accomplished quickly and efficiently by adding formaldehyde directly 
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to living cells in culture. Crude extracts from these fixed cells are then 
prepared, sonicated to shear chromatin to an average size of approx 1 kb, and 
then used in immunoprecipitation reactions with antibodies raised against 
the DNA-associated protein of interest. DNA fragments enriched in each 
immunoprecipitation are then purified, amplified with a degenerate-primer 
polymerase chain reaction (PCR)-based method, fluorescently labeled, and 
hybridized to whole-genome DNA microarrays. These arrays contain spotted 
DNA fragments representing every open reading frame and intergenic region; in 
yeast this corresponds to roughly 13,000 unique genomic segments. The results 
of the hybridization allow one to identify which segments of the genome were 
enriched in the immunoprecipitation, and thereby to construct a genomewide 
map of in vivo protein-DNA interactions. The resolution of the method depends 
on the size of the sheared chromatin in the extract and the size of the arrayed 
segments of the genome. In contrast with other mapping methods, such as DNA 
footprinting, or chromatin immunoprecipitation followed by quantitative PCR, 
this procedure does not require any prior knowledge of a protein’s binding 
targets and, by the same token, is not prejudiced by existing notions of where 
a given protein should bind. 

2. Materials 

1. YPD medium: In 950 mL of distilled water, add 10 g of yeast extract (cat. no. 
0127-17-9; Difco, Detroit, MI) and 20 g of peptone (cat. no. 0118-17; Difco). 
Autoclave and add 50 mL of filter-sterile 40% dextrose. For plates, add 20 g 
of Difco agar (cat. no. 214010; Difco), autoclave, and gently stir on a hot plate 
until the medium is mixed well. Avoid causing bubbles. Pour 30-40 mL into 
a standard 100-mm plate. 

2. 37% Formaldehyde (J.T. Baker). 

3. Solution of 2.5 M glycine. 

4. Cell-culture phosphate-buffered saline (PBS), pH 7.2: In 750 mL of ddH 2 0, 
dissolve 8 g of NaCl, 0.2 g of KC1, 1.65 g of Na 2 HP0 4 , and 0.2 g of KH 2 P0 4 . 
Adjust the pH with 1 M HC1 (usually add approx 1 mL). Bring the volume to 
1 L with water. Autoclave. 

5. Mini-BeadBeater-8 TTT (Biospec, www.biospec.com). 

6. Glass beads (0.5 mm) (Biospec, www.biospec.com). 

7. Screw-top tubes (2 mL), with rubber gasket. 

8. Branson 250 microtip sonicator. 

9. Syringe (6 mL) fitted with a 25-gage, 5/8-in. (16-mm) needle. 

10. Stock solutions of protease inhibitors: 17.4 mg/mL of phenylmethylsulfonyl 
fluoride (PMSF) in ethanol or isopropanol; 100 m M benzamidine (cat. no. B6506; 
Sigma, St. Louis, MO) in water; 1 mg/mL of pepstatin in ethanol; 100 m M 
sodium metabisulfite in water. Aliquot and store all at -20°C up to 1 yr. 
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11. Beadbeater lysis buffer: 50 mM HEPES-KOH, pH 7.5; 10 mM MgCl 2 ; 150 mM 
KC1; 0.1 mM EDTA; 10% glycerol; 0.1% NP-40. This solution should be filter 
sterilized through a 0.22-pm filter and may be stored at room temperature. Just 
before use, add the following to the indicated concentration: 1 mM dithiothreitol 
(DTT), 1 mM sodium metabisulfate, 0.2 mM PMSF, 1 mM benzamidine (cat. no. 
B6506; Sigma), 1 pg/mL of pepstatin ( see Note 1). 

12. Immunoprecipitation buffer: 25 mM HEPES-KOH, pH 7.5; 150 mM KC1; 
1 mM EDTA; 12.5 mM MgCl 2 ; 0.1% NP-40. Just before use, add 1 mM sodium 
metabisulfate, 0.2 mM PMSF, 1 mM benzamidine (cat. no. B6506; Sigma); 
1 pg/mL of pepstatin ( see Note 1). 

13. Protein-G Sepharose (Amersham cat no. 17-0618-01). 

14. Elution buffer: 50 mM Tris-HCl, pH 8.0, 10 mM EDTA, 1% sodium dodecyl 
sulfate (SDS). 

15. 40 pM stock round A primer (name = T-PCRA); 5'-GTTTCCCAGTCACGAT 
CNNNNNNNNN-3'. 

16. 500 pM stock round B primer (name = T-PCRB): 5'-GTTTCCCAGTCAC 
GATC-3'. 

17. Heated water bath (65°C). 

18. Standard equipment for the production, hybridization, and analysis of DNA 
microarrays. 

3. Methods 

3.1. Culture, Crosslinking, and Preparation of Extract 

Protein-DNA interactions may be sensitive to the physiological state of the 
cell. Therefore, it is important to consider the growth conditions of your culture 
carefully, and to control the growth conditions as tightly as possible. Consider 
the effects that any selection applied to the culture (nutrition, temperature, or 
drug) may have on the results. The following protocol describes the growth of 
wild-type yeast in rich medium to midexponential phase under standard labora¬ 
tory conditions. Your experimental design may demand other conditions. 

1. Streak the yeast onto YPD plates and incubate the plates at 30°C until single 
colonies appear. Pick a single colony and start a test tube culture in 5 mL of 
liquid YPD medium. Allow growth at 30°C overnight on a roller. 

2. Dilute the overnight culture into 200 mL of YPD to an OD 600 of 0.05 or lower. Incu¬ 
bate at 30°C on a shaking platform. As a general rule, when diluting starter cul¬ 
tures, allow for three doublings so that the vast majority of cells have grown only 
at low density under the desired culture condition. A 200-mL culture grown to 
an OD 600 of 0.6 will yield enough cells for about six immunoprecipitation 
reactions. 

3. When the culture reaches the desired density, add 37% formaldehyde solution (avail¬ 
able from J.T. Baker) directly to the culture to a final concentration of 1% 
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formaldehyde. Continue incubation with shaking for 30 min at 30°C (see 

Note 2). 

4. To quench the crosslinking reaction, add glycine to 125 m M (from a 2.5 M 
stock). Continue incubation with shaking for 10 min. 

5. Pour the culture into four 50-mL polypropylene conical tubes, and pellet the 
cells at 1500g for 5 min. Pour off the supernatant, and wash each pellet by 
resuspension in 50 mL of cell culture PBS. Repellet the cells and wash an 
additional two times. 

6. Resuspend each pellet in BeadBeater lysis buffer to a total volume of 3 mL. 
Combine all pellets in one new 15-mL polypropylene conical tube. Pellet the 
cells at 1500y for 5 min, and discard the supernatant. 

7. Wash the combined pellet with 15 mL of BeadBeater lysis buffer. Pellet the cells 
at 1500g for 5 min, and discard the supernatant. 

8. Weigh the pellet. Resuspend the cells such that 0.4 g of the cells is resuspended 
in a total volume of 1 mL of BeadBeater lysis buffer. For example, for a 1-g pellet 
the total resuspension volume is 2.5 mL. If your pellet is <0.4 g, resuspend it in 

1 mL as well, but the pellet should weigh at least 0.1 g (see Note 3). 

9. Pipet 1 mL of the resuspended cells into a 2-mL screw-top tube. Add 1 mL of 
0.5-mm glass beads. Normal 1.5-mL snap-top tubes may be used instead, but the 
rubber-gasket screw tops prevent leaking. Place the tubes on ice for 5 min. 

10. Lyse cells in the Mini-BeadBeater-8 with four 1-min sessions at the highest 
setting. Place the tubes on ice for 2 min between each session (see Note 4). 

11. Recover the extract by pouring the bead/extract slurry into a 6-mL syringe fitted 
with a 25-gage, 5/8-in. (16-mm) needle. Allow the extract to drip into a clean 
15-mL tube on ice. The plunger may be used to speed up the flow. After the last 
liquid has dripped out of the syringe, add 0.75 mL of BeadBeater lysis buffer 
to wash out the remaining extract. If the needle becomes clogged, insert the 
plunger, invert, and flick near the needle. The needle may need to be replaced 
if it remains clogged. 

12. Keeping the extract in the 15-mL tube, sonicate for three 30-s sessions with a 
Branson 250 microtip sonicator at 50% duty cycle, power setting of 5. Ice for 

2 min between sessions. Sonication further breaks the nuclei and should shear 
the DNA to a length of 300-1000 bp. Higher powers tend to cause frothing. 
The extract should be at about room temperature after each sonication session. 
If it becomes hot, decrease the time of each session and increase the number 
of sessions. 

13. Spin the extract at full speed in a microfuge at 4°C for 5 min to clear the extract 
of debris and unlysed cells. Transfer the supernatant to a new tube and spin again 
to clear any remaining debris. Run 10 tiL of the extract on an agarose gel. You 
should see a bright smear of DNA that ranges from 500-2000 bp, with a center 
near 1 kb. After this step, salt or detergent concentrations may be increased for 
more stringent immunoprecipitations. The extract may be frozen at -80°C, but I 
prefer to make fresh extract for each immunoprecipitation. 
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3.2. Chromatin Immunoprecipitation 

1. Add the antibodies to the extract and incubate at 4°C for 4 h to overnight 
with nutation or rocking (see Notes 5 and 6). For each immunoprecipitation, 
I generally use 1-5 pg of antibodies and extract equivalent to approx 20 OD 600 U 
of culture. For example, use a volume of extract equivalent to that derived from 
20 mL of an OD 60 o 1 culture. The final volume of extract in one immunoprecipita¬ 
tion is typically 500 pL. Very rich extract may be diluted with BeadBeater lysis 
buffer to bring the volume up to 500 pL. 

2. Prepare the protein-G sepharose beads (see Note 7). Place about 20 pL of dry 
protein-G sepharose beads in a clean 1.5-mL Eppendorf tube. Add 500 pL 
of immunoprecipitation buffer, and rock 10 min to wet the beads. Pellet the 
beads by centrifuging for 1 min at 4000 rpm in a microfuge (higher-speed spins 
may crush the beads). Aspirate the supernatant, and wash the beads again in 
immunoprecipitation buffer. Pellet the beads, and prepare a 50% (v/v) slurry 
of packed, swollen (wet) protein-G sepharose beads and immunoprecipitation 
buffer. 

3. Recover the antibody-protein-DNA complexes. Add 50 pL of the protein-G 
sepharose bead slurry (equivalent to approx 25 pL of packed, swollen [wet] 
beads per immunoprecipitation). For pipeting, cut off the end of a pipet tip to 
make the opening wider. Incubate at 4°C for 1 to 2 h with nutation. 

4. Wash the beads four times for 15 min each with 1 mL of immunoprecipitation 
buffer, spinning and aspirating as before. Do not take shortcuts here; more washes 
may increase the signal-to-noise ratio. Increase salt, detergent, or reducing agent 
concentrations if more stringent conditions are desired. 

5. Elute the immunoprecipitated material from the beads by adding 100 pL of 
immunoprecipitation elution buffer to the washed beads. Mix and incubate at 
65°C for 30 min. Spin down the beads and transfer 80 pL of the supernatant 
to a new tube. 

6. Repeat step 5 with 50 pL of immunoprecipitation elution buffer. Take 50 pL of 
the supernatant and pool the eluates. 

3.3. Crosslink Reversal and DNA Purification 

1. Incubate the eluate at 65 °C for 6 h to overnight to reverse the crosslinks. 

2. Add an equal volume of TE (pH 7.4), 1 pL of 20 mg/mL glycogen, and proteinase 
K to 100 pg/mL. Incubate at 37°C for 2 h. 

3. Phenol/chloroform (1:1) extract, and transfer the aqueous phase to a new tube. 
Reextract the organic phase with 100 pL of TE, and pool the resulting aqueous 
phase with the aqueous phase from the previous step (see Note 8). 

4. Add sodium acetate to 0.3 M. Add 2 vol of 100% ethanol. Place at -20°C for 1 h. 

5. Pellet the DNA by centrifuging at full speed in a microfuge for 30 min. Wash 
the pellet with 70% ethanol, spin 10 min, and use a Speed Vac to dry. Do not 
overdry the pellet. 
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Table 1 

Round A Reaction Mix Setup 9 




Number of samples 


1 

3 

5 

5X buffer (pL) 

1 

3 

5 

dNTP mix (pL) 

1.5 

4.5 

7.5 

DTT (pL) 

0.75 

2.25 

3.75 

Bovine semm albumin (pL) 

1.5 

4.5 

7.5 

T7 Sequenase (pL) 

0.3 

0.9 

1.5 

Total (pL) 

5.05 

15.15 

25.25 

Stocks 

dNTPs 


3 mM each 


DTT 


0.1 M 


Bovine semm albumin 


500 pg/mL 


T7 Sequenase 


13 U/pL 



"Five microliters per reaction. 


6. Resuspend the DNA in 25 pL of TE containing 100 tig/mL of RNase A (boiled, 
to preclude DNase activity). Vortex to dissolve any DNA on the sides of the tube. 
Incubate at 37°C for 30 min. 

3.4. Amplification and Labeling of 
Immunoprecipitation-Enriched DNA 

Round A consists of two rounds of DNA synthesis using template DNA 
from Subheading 3.3., step 6, a partially degenerate primer (primer A), and 
T7 Sequenase. Round B consists of 25 cycles of PCR using a primer (primer 
B) that anneals to the specific region of primer A. Round C fluorescently labels 
the amplified product with 25 cycles of PCR using primer B and Cy-dUTP 
(Pharmacia) (see Note 9). 

1. Set up the round A reaction mix on ice as shown in Table 1. T7 Sequenase, 
5X buffer, and Sequenase dilution buffer come together in a package from USB, 
and dNTPs are from Pharmacia (Ultrapure, 100 m M stocks): 

2. In a PCR tube, set up the round A template mix as follows, and place it in the 
thermocycler: 7 pL of DNA to be amplified and labeled, 2 pL of 5X buffer, 

1 pL of primer A (40 pM). 

3. Program the thermocycler for the following cycle conditions: 2 min at 94°C, 

2 min at 8°C, pause 2 min at 8°C (for the addition of 5 pL of reaction mix or 
1 pL of enzyme), 8-min ramp to 37°C, 8-min hold at 37°C. For the 2-min pause 
in the first cycle, add 5 pL of reaction mix. In the second cycle, add 1 pL of T7 
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Table 2 

Round B Reaction Mix Setup 




Samples 


1 

3 

5 

Template (diluted) 

— 

— 

— 

10X PCR buffer (pL) 

10 

30 

50 

100X dNTPs, 25 m M each (pL) 

1 

3 

5 

Primer B (pL) 

2.5 

7.5 

12.5 

Taq (pL) 

1 

3 

5 

25 m M MgCl 2 (pL) fl 

8 

24 

40 

Water (pL) 

62.5 

187.5 

312.5 

Total (pL) 

85 

255 

425 

Stocks 

dNTPs* 

25 mM each 


Primer B 

500 pmol/pL 


Ta q (Amplitaq) 

5 U/pL 



fl [Mg 2+ ] = 2 m M final concentration. 
fe Final [dNTPs] = 250 pM. 


Sequenase enzyme mix. The mix for five reactions contains 3.5 pL of Sequenase 
dilution buffer (provided with Sequenase) and 1.5 pL of T7 Sequenase. Repeat 
once, for a total of two cycles. 

4. After round A, dilute the product to 50 pL with 35 pL of IX TE. Place 15 pL of 
the diluted template into a new PCR tube. 

5. Set up the round B reaction mix on ice as shown in Table 2. 

6. Add 85 pL of the mix to each of the tubes containing template. 

7. Program the thermocycler as follows: 25 cycles of: 92°C for 30 s, 40°C for 30 s, 
50°C for 30 s, and 72°C for 1 min. 

8. Load the tubes into the thermocycler and start the program. When the cycling is 
complete, run 20 pL of the product on an agarose gel. A smear of DNA ranging 
from 100 bp to 1 kb, with a peak at about 350 bp, should be visible. 

9. To fluorescently label the sample, transfer 15 pL of the round B product into a 
clean PCR tube, and set the tubes aside on ice. 

10. Set up the round C (fluorescent labeling) reaction mix on ice as shown in Table 3. 

11. Place 35 pL of the mix into each tube containing template. Place the tubes in the 
thermocycler, and run the following program: 25 cycles of: 92°C for 30 s, 40°C 
for 30 s, 50°C for 30 s, and 72°C for 2 min. 

3.5. Purification and Hybridization of Probe 

1. Place 450 pL of TE (pH 7.4) in a Microcon 30,000 mol wt cutoff spin filter 
(ym-30). Add the round C reactions to the filter, mixing thoroughly with the 
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Table 3 

Round C Reaction Mix Setup 




Samples 


1 

3 

5 

Template 

— 

— 

— 

10X PCR buffer (provided with Taq) 

5 

15 

25 

F-100X dNTPs (see below) 

0.5 

1.5 

2.5 

Primer B 

1 

3 

5 

Cy dye 

3 

9 

15 

Taq 

0.5 

1.5 

2.5 

Water 

21 

63 

105 

25 m M MgCl 2 

4 

12 

20 

Total 

35 

105 

175 

F-100 dNTPs 

100 m M dATP 

10 pL 


100 m M dCTP 

10 pL 


100 m M dGTP 

10 pL 


100 m M dTTP 

5 pL 


1XTE 

5 pL 



TE. Centrifuge for 7 min at top speed. Inspect the filters to ensure that none 
have ruptured. Continue centrifugating in 30-s intervals until the volume is 
5-10 pL. 

2. Invert the filters into fresh tubes. Centrifuge for 1 min to harvest the labeled 
DNA. Labeled DNA may be stored at 4°C for hybridization the next day. 

3. Mix the reference (generally Cy3-labeled) and experimental (generally Cy5- 
labeled) probes. 

4. The final probe should be at 4X SSC, 0.2% SDS, containing competitor DNA as 
required. For a 22-mm 2 cover slip, the volume should be 15 pL; for a 22 x 40 mm 
cover slip, the volume should be 30 pL. 

5. Set up the array in a hybridization chamber, placing 10 pL of 3X SSC on the 
edge of the slide to provide humidity. 

6. Boil the probe for 2 min. Set aside several cover slips for the next step. 

7. Pipet the probe onto the array, avoiding bubbles. Using forceps or another cover 
slip to help, immediately lay a cover slip over the array, avoiding bubbles. It 
is worth practicing this step several times with 10 pL of water and a blank 
microscope slide. 

8. Close the hybridization chamber and submerge in a 65°C water bath. Hybridize 
for 4—24 h. I generally hybridize for 6 h. The quality of results from 6- and 15-h 
hybridizations is indistinguishable. 
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9. In separate glass slide chambers, prepare wash solutions no. 1 (IX SSC/0.03% 
SDS), no. 2 (0.2X SSC), and no. 3 (0.05X SSC). 

10. Place the slide rack in wash no. 1. Disassemble the hybridization chamber and 
quickly place the array into the submerged slide rack. If the array is exposed to 
air while the cover slip starts to fall off, you may see high background fluorescent 
signal on the side of the array. Let the array sit in wash no. 1 until the cover slip 
slides off. Gently plunge the slide rack up and down several times to wash the 
array. Be sure not to scratch the array with the loose cover slip. 

11. Manually transfer the array to the slide rack in wash no. 2. Plunge the slide rack 
up and down several times to wash the array. 

12. Move the slide rack to wash no. 3 and rinse. Plunge the slide rack up and down 
several times to wash the array. It is critical to remove all the SDS. 

13. To dry the slides, quickly transfer them to microtiter plate carriers with paper towels 
below the rack to absorb liquid, and centrifuge the slides for 5 min at 50 g. 

14. Scan the array. 

3.6. Considerations for Data Analysis 

Microarray data from chromatin immunoprecipitation experiments require 
special treatment, but the best way to analyze the data is far from settled. Two 
steps in this method conspire to produce qualitative, rather than quantitative, 
results. First, the amplification step, while largely preserving the relative levels 
of DNA species in the original sample, introduces an element of variability 
that is specific to each DNA fragment in the immunoprecipitation-enriched 
fraction and the reference sample, and is therefore difficult to quantitate. 
Second, because the signal-to-noise levels vary with each immunoprecipitation 
experiment (i.e., how “clean” the immunoprecipitation is), and it is impossible 
to predict a priori how many DNA fragments a DNA-binding protein is sup¬ 
posed to bind in a particular experiment, it is extremely difficult to normalize 
ratio values across experiments. The general observation is that the raw ratio 
values can vary a great deal from experiment to experiment, but that the rank 
order of those ratios remains consistent (see Note 9). 

Therefore, instead of using raw or normalized ratios, each arrayed genomic 
DNA segment is assigned a percentile rank based on the relative enrichment 
of the corresponding sequences in each immunoprecipitation. In my case, 
enrichment was measured relative to sheared genomic DNA that had been 
amplified using the same protocol as the immunoprecipitation samples (see 
Note 9). Each immunoprecipitation is repeated several times in parallel with 
a control immunoprecipitation. The median of the percentile rank values for 
each genomic segment is then calculated across all of the repeats for the 
control immunoprecipitations and the experimental immunoprecipitations, 
respectively. High median ranks result when particular genomic DNA fragments 
are enriched consistently. The idea is that a unique subclass of consistently 
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enriched DNA fragments will appear in experimental immunoprecipitations, 
but not the control immunoprecipitations. This strategy seems to work well 
for DNA-associated proteins with many targets but may be more difficult to 
implement for proteins that bind to very few genomic loci. Alternate methods 
of data analysis (7) may be more appropriate in these cases. 

Future efforts will be dedicated to making this experimental procedure more 
robust, and the analysis quantitative. 

4. Notes 

1. The salt concentration of this solution may not be ideal for your particular 
experiments. The optimal salt concentration should be determined in pilot 
experiments and can be adjusted conveniently by making one stock of buffer 
without KC1, and one stock with 1 M KC1, and mixing appropriately. 

2. The ideal degree of crosslinking must be determined empirically for each protein- 
DNA-antibody combination. In some cases, no crosslinking may be required, 
whereas in others longer incubations are tolerated. The temperature of incubation 
during the crosslinking step can also be optimized. 

3. In cases in which strains with different growth rates are being cultured for a 
single experiment, I synchronize the samples at this step by keeping the pellets 
from the faster-growing cultures on ice until the others have caught up. This did 
not affect my results, presumably because the yeast are dead and protein-DNA 
interactions are fixed. However, your proteins may behave differently. A 200-mL 
culture grown to an OD 600 of 1 generally yields an approx 1-g pellet. 

4. If a BeadBeater is not available, alternative methods of lysing the cells may 
presumably be used, but I have not tried any other method with this protocol. 

5. Before adding antibodies, the extract may be precleared by incubating it with 
1/10 vol of preswelled, washed protein-G beads for 1 h at 4°C. Spin down the 
beads at full speed in the microfuge, and transfer the supernatant to a new tube. 
I have not found that this step makes a discernible difference, but it may in 
individual cases. 

6. Alternatively, the antibodies may be conjugated to protein-G beads prior to the 
immunoprecipitation. Add the antibodies to a slurry of approx 25 tiL of swollen 
beads in a total volume of 200 p,L of BeadBeater lysis buffer. Incubate for 
45 min at 4°C. After incubation, discard the unbound antibodies and add the 
antibody-bead conjugates to the extract. 

7. Optionally, block the protein-G beads to be used in the immunoprecipitation with 
bovine serum albumin (IgG free, 2 mg/mL; Sigma). 1 have not found that this 
step makes a discernible difference, but it may in individual cases. 

8. The amount of DNA recovered at this step is very low (< 10 ng). Alternate 
methods of DNA purification may be attempted (e.g., QiA-Quick columns), but 
the highest yield is probably obtained by simple extraction and precipitation. 

9. As a reference sample for hybridization, I chose genomic DNA that had to be 
sheared to the same extent as DNA in the extracts, and then amplified. A large 
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pool of such amplified DNA was made initially and used as the reference for 
every sample. An alternative reference might be amplified DNA derived from 
each input extract. A third possibility is to use the DNA derived from mock or 
control immunoprecipitations as a reference, but since in the perfect case no DNA 
would be recovered in these experiments, I prefer to use one of the first two types 
of reference, and to hybridize the control samples to them on separate arrays. 
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Statistical Issues in cDNA Microarray Data Analysis 

Gordon K. Smyth, Yee HwaYang, and Terry Speed 
1. Introduction 

Statistical considerations are frequently to the fore in the analysis of 
microarray data, as researchers sift through massive amounts of data and adjust 
for various sources of variability in order to identify the important genes among 
the many that are measured. This chapter summarizes some of the issues 
involved and provides a brief review of the analysis tools that are available to 
researchers to deal with these issues. 

Any microarray experiment involves several distinct stages. First, there is the 
design of the experiment. The researchers must decide which genes are to be 
printed on the arrays, which sources of RNA are to be hybridized to the arrays, 
and on how many arrays the hybridizations will be replicated. Second, after 
hybridization, there follow a number of data-cleaning steps or “low-level 
analysis” of the microarray data. The microarray images must be processed 
to acquire red and green foreground and background intensities for each spot. 
The acquired red/green ratios must be normalized to adjust for dye bias as well 
as for any systematic variation other than that owing to the differences among 
the RNA samples being studied. Third, the normalized ratios are analyzed by 
various graphic and numerical means to select differentially expressed genes 
or to find groups of genes whose expression profiles can reliably classify the 
different RNA sources into meaningful groups. The sections of this chapter 
correspond roughly to the various analysis steps. 

The following notation is used throughout. The foreground red and green 
intensities are written Rf and Gf for each spot. The background intensities 
are Rb and Gb. The background-corrected intensities are R and G, where 
usually R = Rf - Rb and G = Gf - Gb. The log differential expression ratio is 
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Fig. 1. Direct comparison (B) is more efficient than indirect comparison (A). Each 
arrow represents one microarray, the arrow by convention pointing toward the red 
labeled sample. 


M = log 2 R/G for each spot. Finally, the log intensity of the spot is A = 1/2 log 2 
RG, a measure of the overall brightness of the spot. Note that the letter M is a 
mnemonic for minus, as M = log R - log G; while A is a mnemonic for add, 
as A = (log R + log G)/2. It is convenient to use base 2 logarithms for M 
and A so that M is in units of twofold change and A is in units of twofold 
increase in brightness. On this scale, M = 0 represents equal expression, M = 1 
represents a twofold change among the RNA samples, M = 2 represents a 
fourfold change, and so on. 

2. Experimental Design 

Before carrying out a microarray experiment, one must decide how many 
microarray slides will be used and which mRNA samples will be hybridized 
to each slide. Certain decisions must be made in the preparation of the mRNA 
samples, such as whether the RNA from different animals will be pooled or 
kept separate and whether fluorescent labeling is to be done separately for each 
array or in one step for a batch of RNA. Careful attention to these issues will 
ensure that the best use is made of available resources, that obvious biases 
will be avoided, and that the primary questions of interest to the experimenter 
will be answerable. The literature on experimental design is still small. Kerr 
and Churchill (1) and Glonek and Solomon (2) apply ideas from optimal 
experimental designs to suggest efficient designs for some of the common 
microarray experiments. Pan et al. (3) consider sample size, and Speed and 
Yang (4) examine the efficiency of using a reference sample rather than direct 
comparison. 

It is not possible to give universal recommendations appropriate for all 
situations, but the general principles of statistical experiment design apply to 
microarray experiments. In the simplest case in which the aim is to compare 
two mRNA samples, say A and B, it is virtually always more efficient to 
compare A and B directly by hybridizing them on the same arrays, rather 
than comparing them indirectly through a reference sample (Fig. 1) (4). In 
an experiment in which the intention is to compare several mutant types with 
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Mutant 1 Mutant 2 Mutant 3 


Wild type Control 

Fig. 2. WT RNA acts as a natural reference sample. 

A -► B 

o 

C 


Fig. 3. Saturated design with dye-swap pairs. 



Time 0 ■-► Time 1 ■-► Time 2 -► Time 3 

Fig. 4. Possible design for a time-course experiment. 


the wild type (WT), the obvious design treats the WT RNA effectively as 
a reference sample (Fig. 2). When more than two RNA samples are to be 
compared, and all comparisons are of interest, it may be appropriate to use 
a saturated design (Fig. 3). In time-course experiments, a loop design has 
been suggested (Fig. 4). For more complicated designs, with many samples to 
be compared, direct designs become more cumbersome, and it may be more 
appropriate to use a common reference sample. Factors to be considered in 
designing the experiment include the relative cost and availability of reference 
vs treatment RNA as well as the cost of the arrays themselves. In direct 
comparison experiments, it is generally advisable to use dye-swap pairs to 
minimize the effects of any gene-specific dye bias (Fig. 3). 

The choice of experimental design depends not only on the number of 
different samples to be compared but on the aim of the experiment and on the 
comparisons that are of primary interest. For example, suppose the primary 
focus of an experiment involving a large series of tumor and normal tissues 
is on finding genes that are differentially expressed between the tumor and 
normal samples. Then direct tumor-normal comparisons on the same slide may 
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be the best approach. By contrast, if the focus of the analysis is to determine 
tumor subtypes as in ref. 5, then the use of a common reference RNA on each 
array may be better. Here the choice follows from the aim of the study, although 
considerations of statistical efficiency also play a role. In the first case, tumor- 
normal comparisons could be made indirectly, via a common reference RNA, 
but precision would be lost in doing so. 

3. Image Analysis 

The primary purpose of the image analysis step is to extract numerical 
foreground and background intensities for the red and green channels for each 
spot on the microarray. The background intensities are used to correct the 
foreground intensities for local variation on the array surface, resulting in 
corrected red and green intensities for each spot, which become the primary 
data for subsequent analysis. A secondary purpose of the image analysis step 
is to collect quality measures for each spot that might be used to flag unreliable 
spots or arrays or to assess the reproducibility of each spot value. 

The first step is to image the array using an optical scanner. The array is 
physically scanned to produce a digital record of the red and green fluorescence 
emissions at each point on the array. This digital record typically takes the form 
of a pair of 16-bit tiff images, one for each channel, which records the intensi¬ 
ties at each of a large number of pixels covering the array. Depending on 
the scanner, a number of settings can be varied to improve the sensitivity of 
the resulting image, one of the most common being the photomultiplier tube 
(PMT) voltage. The PMT voltage is usually adjusted so that the brightest pixels 
are just below the level of saturation (2 16 ), thus increasing the sensitivity of the 
image analysis for the less bright pixels. Our own (unpublished) experiments 
with scanning a slide at varying PMT levels suggest that using different levels for 
the different channels has a negligible effect on the log ratios and ranks for 
the great majority of genes provided that an appropriate normalization 
method is used. In particular, any effect from varying the PMT levels is 
mitigated by using an intensity-based normalization method as described in 
Subheading 4. 

The next step after scanning is to locate each spot on the slide. This is done 
mostly automatically by the image analysis software, using the known number 
and basic layout of spots on the slide, with some user intervention to increase 
reliability. Once a region containing a spot has been found, the image analysis 
software must segment the pixels into those in the spot itself (the foreground) 
and those in the background. There are a number of methods for doing this. 
The oldest method is the histogram method (6). A mask is chosen surrounding 
each spot and a histogram is formed from the intensities of the pixels within the 
mask. Pixels are classified as foreground if their value is greater than a threshold 
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and as background otherwise. Variations on this method are implemented in 
QuantArray software (7) for the GSI Lumonics scanner and in DeArray (8) 
by Scanalytics. The main advantage of this method is simplicity. However, the 
resulting foreground pixels are not necessarily connected, and the foreground 
and background intensities may be over and underestimated, respectively. 

Other methods are designed to find spots as connected groups of foreground 
pixels. The simplest method is to fit a circle of constant diameter to all spots 
in the image. This is easy to implement and works nicely when all spots 
are circular and of the same size. In practice, this is not always the case. A 
generalization is to allow the circle’s diameter to be estimated separately 
for each spot. GenePix (9) for the Axon scanner and Dapple (10) are two 
software programs that implement such algorithms. Dapple calculates the 
second differences (Laplacian) between the pixels in each small square and 
finds the brightest ring (circle) in the Laplacian images. Adaptive circle 
segmentation often works well, but spots are rarely perfectly circular, especially 
from noncommercial arrayers. 

Two methods for segmentation that do not assume circularity of the spot 
are the watershed method (11) and seeded region growing (12). Both methods 
require the specification of starting pixels or seeds. Adjoining pixels are then 
progressively added to the spot until adjacent spots appear to be distinctly 
less intense. Seeded region growing is implemented in the software Spot (13) 
and AlphaArray (14). Both the watershed and seeded region growing methods 
allow for spots of general shapes. 

Once the foreground pixels have been identified, the foreground intensity for 
the spot is usually estimated as the average intensity of all foreground pixels, 
since this should be directly proportional to the number of RNA molecules 
hybridized to the spot’s DNA. When estimating the background intensity, it 
is more common to use the median intensity, but first there is a decision to be 
made regarding which pixels to include in the local background. 

One choice for the local background is to consider all pixels that are outside 
the spot mask but within the bounding box. Such a method is implemented by 
ScanAlyze (15). An alternative method used by QuantArray and ArrayVision 
(16) is to consider a disk between two concentric circles outside the spot 
mask. This method is in principle less sensitive to the performance of the 
segmentation procedure because the pixels immediately surrounding the spot 
are not used. Another method is to consider the valleys of the array, which are 
the background regions farthest from the nearest spot. The method is used by 
GenePix. It is also used by Spot as a quality control measure, although not for 
background correction. Since the valleys are farther from any spot than the 
other local background regions, the valley definition is less subject than the 
previous definitions to corruption by bright pixels affected by printed cDNA. 
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Any of the local background methods can result in background estimates 
that are higher than the foreground values either because of corruption by 
missegregated pixels or local artifacts or simply because of local variation. 

The Spot software estimates the background using a nonlinear filter called 
morphological opening (17). The filter has the effect of smoothing the entire 
slide image so that all local peaks, including artifacts such as dust particles 
as well as the spots themselves, are removed, leaving only the background 
intensities. Technically, the filter consists of a local minimum filter (erosion) 
followed by a local maximum filter (dilation). This method of background 
estimation has several advantages over the use of local background regions. 
First, it is less variable because the background estimates are based on a large 
window of pixel values and yet are not corrupted by bright pixels belonging 
to the actual spots. Second, it yields background intensity estimates at the 
actual spot location rather than merely nearby. Another characteristic is 
that the morphological background estimates are usually lower than the 
local background estimates and very rarely yield background estimates that 
are greater than the foreground values. Yang et al. (18) compared various 
segmentation and background estimation methods. They found that the choice 
of background method has a larger impact on the log ratios of intensities than 
the choice of segmentation method and that morphological opening provides a 
more reliable estimate of background than the other methods. 

After having estimated the background intensities, it is almost universal 
practice to correct the foreground intensities by subtracting the background, 
R = Rf - Rh and G = Gf - Gh. The adjusted intensities then form the primary 
data for all subsequent analyses. The motivation for background adjustment is 
the belief that a spot’s measured intensity includes a contribution not specifi¬ 
cally due to the hybridization of the target to the probe, such as nonspecific 
hybridization and fluorescence emitted from other chemicals on the glass. If 
such a contribution is present, one should measure and remove it to obtain a 
more accurate quantification of hybridization. An undesirable side effect of 
background correction is that negative intensities may be produced for some 
spots and hence missing values if log intensities are computed, resulting in loss 
of information associated with low channel intensities. Research has begun 
on more sophisticated methods of background adjustment that will produce 
positive adjusted intensities even when the background estimate happens 
to be larger than the foreground (19). Empirical experience suggests that 
local background estimates often overestimate the true background while 
the morphological method may underestimate, and these differences have a 
marked impact on the M values for less intense spots. There is a need for 
further research on adaptive background correction methodologies that can 
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produce intensities with consistent behavior regardless of the background 
estimator used. 

4. Graphic Presentation of Slide Data 

It is a good idea to use routinely a variety of exploratory graphic displays to 
examine the results of any microarray experiment. Graphic displays can help 
assess the success of the experiment, guide the choice of analysis tools, and 
highlight specific problems. 

The first and most obvious diagnostic graphic is the well-known image in 
which the scanned microarray output images of the Cy3 and Cy5 channels are 
false-colored green and red, respectively, with yellow representing an equal 
balance of the two. Coregistration and overlay of the two channels offer a 
quick visualization of the experiment, revealing information on color balance, 
uniformity of hybridization, spot uniformity, background, and artifacts such 
as dust or scratches. Overlay images also provide a rough impression of the 
number of genes that are differentially expressed between the two samples. 

Other diagnostic plots involve plotting the numerical values of the red and 
green intensities. Since the raw intensities are strictly positive and vary by 
orders of magnitude, they should almost always be log-transformed before 
plotting or carrying out further analysis. There are a number of reasons for 
this. First, the intensities in a successful microarray experiment typically span 
the full 16-bit range from 0 to 65,535, with the vast majority in the lower range 
of values, less than 1000. If the data are not transformed, the data must, by 
necessity, be presented in very compressed form in the low range. Calculating 
log values spreads the values more evenly across the range and provides readier 
visualization of the data. Second, the random variation, as measured by the 
standard deviation (SD) of the intensities, typically increases roughly linearly 
with the average signal strength. Converting to logarithms tends to make 
the variability more constant. Third, logarithms convert the ratios R/G to 
differences M = log R - log G. 

Any negative values of R or G will have to be excluded from any analysis 
on the logarithmic scale. Negative values can be made very rare by using an 
unbiased background estimator as described in Subheading 2. In any case, 
spots with negative values for either R or G are usually too faint to show 
evidence of differential expression and therefore tend to be of less interest in 
any subsequent analysis. 

The most common graphic display of data from a microarray slide is a 
scatter plot of the two channel intensities, log 2 R vs log 2 G. Although such 
a plot is straightforward, the very high correlation between the two channel 
intensities always dominates the plot, making the more interesting features of 
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Fig. 5. (A) Scatter plot of log R vs log G and (B) MA plot. The central dip—an 
artifact—is more evident in (B) than in (A) and differentially expressed genes stand out 
more clearly. Data from the Nutt Lab, Walter and Eliza Hall Institute (WEHI). 


the plot difficult to discern. Since the interest lies in deviations of the points 
from the diagonal line, it is beneficial to rotate the plot by 45° and to rescale 
the axes as in the MA plot of Dudoit et al. (20), which has the M values on 
the vertical axis and the intensity A values on the horizontal axis. The MA 
plot serves to increase the room available to represent the range of differential 
expression and makes it easier to see nonlinear relationships between the 
log intensities (Fig. 5). It also displays the important relationship between 
differential expression and intensity, which is used in later analysis steps. 

Box plots can be useful for comparing M values among various groups. A 
box plot displays graphically the so-called five-number summary of a set of 
numbers: the three quartiles and the maximum and minimum. The central box 
of the plot extends from the first to the third quartile and therefore encompasses 
the middle 50% of the data. Figure 6 displays side-by-side box plots of the 
normalized M values for a series of six replicate arrays. The much longer box 
for array 5 shows that the interquartile range is much larger for this array. The 
different slides appear to be on varying scales, because of changes in PMT 
settings or other factors, and some rescaling seems to be called for to make 
the arrays more comparable. 

A spatial plot of the background or M values can often reveal spatial trends 
or artifacts of various kinds. Figure 7 shows a spatial plot of red channel 
morphological background for one array. Each spot on the array corresponds to 



Statistics in Microarray Analysis 


119 




Slide Slide 

Fig. 6. (A) Side-by-side box plots of M-values from six arrays. The arrays are 
replicates except that three are dye-swap pairs of the others. Array 5 has a much larger 
spread than the others. (B) Box plots of the same arrays after scale normalization 
to equalize the median absolute deviation for each array. Data from the Corcoran 
Lab, WEHI. 



Fig. 7. Spatial plot of morphological red channel background for a microarray slide. 
The gray scale goes from white for low background to black for high. The background 
is much higher around the edges and near the right edge. The array contains 19,200 
spots in a 12 x 4 print-tip pattern. Data from the Scott Lab, WEHI. 
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one small square region on the plot. High background trends toward the edges 
of the plot stand out in the plot. 

5. Normalization 

The purpose of normalization is to adjust for any bias that arises from 
variation in the microarray technology rather than from biological differences 
among the RNA samples or the printed probes. Most common is red-green bias 
due to differences between the labeling efficiencies and scanning properties 
of the two fluors complicated perhaps by the use of different scanner settings. 
Other biases may arise from variation among spatial positions on a slide or 
between slides. Positions on a slide may vary because of differences among 
the print tips on the array printer, variation over the course of the print run, or 
nonuniformity in the hybridization. Differences among arrays may arise from 
differences in print quality or from differences in ambient conditions when the 
plates were processed. It is necessary to normalize the intensities before any 
subsequent analysis is carried out. 

The need for normalization can be seen most clearly in self-self experiments, 
in which two identical mRNA samples are labeled with different dyes and 
hybridized to the same slide. Although there is no differential expression and 
one expects the red and green intensities to be equal, the red intensities often 
tend to be lower than the green intensities. Furthermore, the imbalance in the 
red and green intensities is usually not constant across the spots within and 
between arrays and can vary according to overall spot intensity, location on the 
array, slide origin, and possibly other variables. 

Normalization can be carried out within each array or between arrays. The 
simplest and most widely used within-array normalization method assumes 
that the red-green bias is constant on the log scale across the array. The 
log ratios are corrected by subtracting a constant c to get normalized values 
M = M - c. The global constant c is usually estimated from the mean or 
median M value over a subset of the genes assumed to be not differentially 
expressed, but many other estimation methods have been proposed. Chen et 
al. (6) proposed iterative estimation of c as part of one of the first proposed 
normalization procedures. Kerr et al. (21) and Wolfinger et al. (22) have 
proposed the use of analysis of variance models for normalization. These 
methods are equivalent to subtracting a global constant as already discussed. 
Global normalization is still the most widely used in spite of evidence of 
spatial and intensity-dependent biases in numerous experiments. We favor 
more flexible normalization methods based on modern regression that take into 
account the effects of predictor variables such as spot intensity and location. 

The next level of complication, which we have always found necessary, 
is to allow the correction c to vary between spots in an intensity-dependent 
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Fig. 8. Two MA plots of same microarray, (A) with morphological background and 
(B) with local median valley background. Data from the Nutt Lab, WEHI. 


manner. In Fig. 8, a constant value for c would imply no trend between M and 
A. Instead, it can be seen that the majority of points lie on a curve, showing 
that the red-green bias depends on the intensity of the spot. Write c(A) for 
the height of the curve at each value of A. We normalize the M values by 
subtracting this curve, M = M - c(A). The curve is estimated using a suitable 
robust scatter plot smoother, such as local weighted regression (loess) (23,24). 
A few other intensity-dependent methods have been proposed. Finkelstein et al. 
(25) proposed an iterative linear regression method that is essentially equivalent 
to what is known as robust linear regression in the statistical literature. This 
is similar to the aforementioned intensity-dependent normalization except 
that the curve c(A) is constrained to be linear. Kepler et al. (26) proposed an 
intensity-dependent normalization that is similar to the loess method above but 
uses a different local regression method. 

A further generalization is to use a different curve for different regions of 
the array, M = M - c t (A), in which i indexes the region of the array. We have 
found subarray normalization based on the print-tip groups to be particularly 
useful. Not only does this allow for physical differences among the actual tips 
of the printer head but the print-tip groups act as a surrogate for any spatial 
variation across the slide (Fig. 9). 

There are often substantial scale differences among microarrays, because of 
changes in the PMT settings or other reasons. In these circumstances, we have 
also found it useful to scale-normalize among arrays, a simple scaling of the 
M values from a series of arrays so that each array has the same median 
absolute deviation (Fig. 6). 
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Fig. 9. Same two MA plots as in Fig. 8 after print-tip loess normalization. 


In all of the discussed normalization methods, it is usual to use all or most 
of the genes on the array. It can be useful to modify the normalization method 
if a suitable set of control spots is available. A traditional method is to use 
housekeeping genes for normalization. However, housekeeping genes often 
do show sample-specific bias. Housekeeping genes are also typically highly 
expressed, so they will not allow the estimation of dye biases for less expressed 
genes when the dye bias is intensity dependent. Housekeeping genes may also 
not be well represented on all parts of the plate, so spatial effects may not be 
well estimated. The most satisfactory set of controls is a specially designed 
microarray sample pool (MSP) titration series. MSP is analogous to genomic 
DNA as control with the exception that noncoding regions are removed. 
Typically, a concentration titration is done to span as wide an intensity range 
as possible. Theoretically all labeled cDNA sequences could hybridize to this 
mixed probe sample, so it should be minimally subject to any sample-specific 
biases. On the other hand, the use of all genes for normalization offers the 
most stability in terms of estimating spatial and intensity-dependent trends in 
the data. In some cases, it may be beneficial to use a compromise between the 
subarray loess curves and the global titration series curve (24). 

An alternative method is to select an invariant set of genes as described 
for oligonucleotide arrays by Schadt et al. (27) and Tseng et al. (28). A set of 
genes is said to be invariant if their ranks are the same for both red and green 
intensities. In practice, the set of invariant or approximately invariant genes is 
too small for comprehensive normalization. When there are sufficient invariant 
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genes, the use of invariant genes is similar to global intensity-dependent 
normalization as described above. 

Subarray loess normalization is able to correct for a variety of spatial and 
intensity-dependent biases. It is advisable, however, using the exploratory 
plots mentioned in Subheading 4. to check whether other systematic effects 
exist in the data of which account should be made before the primary data 
analysis is carried out. 

6. Quality Measures 
6.1. Array Quality 

It is important to assess the quality of the data obtained from each microarray 
experiment on a global array basis as well as on an individual spot basis. 
The quality of the results from each microarray will vary with cDNA purity, 
variations in the printing process, RNA quality, success in carrying out the 
hybridization protocols, and scanning effectiveness. A simple global assessment 
of quality is found in the distribution of log-intensity values in each of the two 
channels across the spots on the slide. Pixel intensities are usually scaled to 
be between 0 and 16 on the log base 2 scale. If the observed intensities fail 
to use the greater part of this scale, this is a strong indication that something 
is wrong; possibly the hybridization has failed. More precisely, we expect the 
intensity A values to span the majority of the response range. Control spots 
should be represented in this spread: null control spots such as blanks and 
printing buffers should have low intensities while housekeeping genes and 
titration series spots should show a range of higher intensities. At the same time, 
the intensity values should not be too dense around the largest value, suggesting 
that the scanner has been set too high and pixels have been saturated. This will 
lose discrimination and linearity of response on the log scale. 

In most experiments, the great majority of genes should not be differentially 
expressed, so the range of M values for the bulk of genes should be much less 
than the range of A values. On an MA plot, the bulk of points should follow an 
elongated shape if the M and A axes are on a similar scale. If morphological 
background estimation has been used, the MA plot will typically follow an 
elongated comet shape with a long tail on the right. If a local background 
estimate has been used, the MA plot will typically follow a fan shape with, 
again, a long tail on the right (Figs. 8 and 9). 

The ability of normalized intensities to follow a full range of values partly 
depends on the background level. A good-quality array will typically have 
relatively low background intensities and in particular a low average ratio of 
background to foreground intensity across the spots on the array. 
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The exploratory plots described in Subheadings 4. and 5. will give an 
impression of array quality. The false-colored and spatial plots are particularly 
useful for judging spatial variation. Marked variation in the red-green dye 
bias across different parts of the array is an indication of quality problems. 
Although the subarray normalization will partly correct for spatial variation, 
strong variation will persist even after normalization and is an indication of 
problems with the experimental protocol. 

6.2. Spot Quality 

If the overall quality of an array is satisfactory, then it becomes relevant to 
assess the quality of individual spots. There are two broad approaches to this. 
The first is to assess the quality of a spot according to its physical characteristics. 
The second is to assess the quality of a spot according to whether the observed 
intensities for that spot are in general agreement with those from other spots 
printed with the same gene and hybridized with the same RNA. The first 
approach is an attempt to predict the repeatability of each spot’s M value. Spots 
with low-quality scores are supposed to be less repeatable and are typically 
removed from subsequent analysis. The second is a data-based approach that 
observes repeatability empirically given a suitable series of replicate arrays 
or duplicate spots on the same array. A fully integrated approach to quality 
will include both approaches. 

The first approach constructs quality measures for each spot from informa¬ 
tion collected by the image analysis program. Most image analysis programs 
routinely record a variety of spot details. These might include heterogeneity 
measures, such as SDs or interquartile ranges across pixels in the foreground 
and local background, as well as more basic details, such as spot area, 
perimeter, and location. Further quantities, such as circularity (area/perimeter 2 ) 
or interpixel coefficient of variation (CV) (SD/mean), can obviously be derived 
from the basic measures. In general, spots can be expected to be unreliable if 
they are very small or very large relative to the bulk of spots on the array, if 
they are markedly noncircular, if the background intensities are high, if the 
signal-to-noise ratio (SNR) is low, or if the foreground or background regions 
are very heterogeneous. Examples of such work can be found in refs. 10, 14, 
29, and 30. Buhler et al. (10) reject or accept spots based on brightness and 
position of the spot center. Brown et al. (29) consider pixel-level variability 
for each spot. Yang et al. (30) omit points with low intensities. Wang et al. (14) 
measure spot quality using a composite index involving spot size, SNR, level 
and heterogeneity of background, and saturation of pixels. 

Examples of the more empirical quality approach can be found in refs. 28 
and 31. Nadon et al. (31) reject spots that are judged to be outliers relative 
to a normal distribution for a series of M values from replicate slides. Tseng 
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Fig. 10. Normalized MA plot for one microarray showing that very small spots are 
more variable than larger spots. Spots with areas <75 pixels are highlighted. Data 
from the Corcoran Lab, WEHI. 

et al. (28) filter out genes according to the variability of duplicate spots on 
the same slide. 

In all of these works, spots that are flagged as low quality are omitted from 
the primary analysis. Naturally this improves the look of the data, as indicated 
by a range of visual diagnostics. However, spots do not go from “good” to 
“bad” in a sharp way, and the cutoffs that are used to judge low quality are 
inevitably somewhat arbitrary. A more satisfactory approach would be to give 
less weight to lower-quality spots in a graduated way, with excellent spots 
getting full weight, down to excluding really bad spots entirely. 

In the empirical quality approach, a more systematic approach to handling 
outlier spots can be achieved by using the robust estimation procedures 
discussed in Subheading 7. Robust estimators of location and scale will 
automatically downweight any M value that is discordant with other comparable 
values. Robust methods downweight outlying M values in a graduated way and 
avoid the need to choose an arbitrary cutoff. 

In the physically based approach to quality, a graduated approach is more 
difficult. Ideally, quality measures should be found that predict the between- 
slide variance of the M values. Spots can then be weighted inversely according 
to the predicted variances. An obvious treatment of spot area, e.g., would be 
to weight small spots directly proportional to their area, such as w = a/a F , in 
which w is the weight, a is the area of the spot in pixels, and a F is the area of a 
full-sized spot. Figure 10 demonstrates empirically that spots with small areas 
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can be substantially more variable than larger spots. The correct treatment 
of other measures such as SNR is less obvious, although Brown et al. (29) 
and Wang et al. (14) have promising results. Wang et al. (14) demonstrated 
graphically an increasing trend relationship between spot variance and the 
spots’ composite quality measure. However, we have not observed the same 
variance trends using data from our own institutions, and the results may be 
sensitive to the particular image analysis and background correction method 
that was used. 

7. Selecting Differentially Expressed Genes 
7.1. Ranking Genes 

One of the core goals of microarray data analysis is to identify which of 
the genes show good evidence of being differentially expressed. This goal has 
two parts. The first is to select a statistic that will rank the genes in order of 
evidence for differential expression, from strongest to weakest evidence. The 
second is to choose a critical value for the ranking statistic above which any 
value is considered to be significant. The first goal is the more important of 
the two and, as it turns out, also the easier. The primary importance of ranking 
arises from the fact that only a limited number of genes can be followed up in 
a typical biological study. In many microarray studies, the aim is to identify a 
number of candidate genes for confirmation and further study. It will usually 
be practical to follow up only a limited number of genes, say 100, so it is most 
important to identify the 100 most likely candidates. The complete list of all 
genes that can be considered statistically significant may be of less interest if 
this list is too large to be followed up. 

For simplicity, we assume in this section that we have data from the simplest 
possible experiment. We assume that we have a series of n replicate arrays on 
which samples A and B have been hybridized, and we wish to identify which 
genes are differentially expressed. Many data analysis programs sort the genes 
according to the absolute level of M, in which M is the mean of the M values 
for any particular gene across the replicate arrays. This is known to be a poor 
choice because it does not take into account the variability of the expression 
levels for each gene (32,33). The shortcoming of the method is that the 
variability of the M values over replicates is not constant across genes and 
genes with larger variances have a good chance of giving a large M statistic 
even if they are not differentially expressed. A better choice is to rank genes 
according to the absolute value of the t statistic: 

M 

t = -— 

sHn 
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Average M 

Fig. 11. Volcano style plot of the empirical Bayes B statistic for a series of six 
replicate arrays. Genes with log odds of differential expression greater than three 
have been highlighted for follow-up and confirmation. Data from the Corcoran Lab, 
WEH1. 


in which 5 is the SD of the M values across the replicates for the gene in 
question, since this incorporates a different variability estimate for each gene. 
An added advantage of the t statistic is that it introduces some conservative 
protection against outlier M values and poor-quality spots. Any M value that is 
an outlier will give rise to a large SD s, which will usually prevent the gene in 
question from being spuriously identified as differentially expressed. 

The ordinary t statistic is still not ideal because a large t statistic can be 
driven by an unrealistically small value for 5 . The shortcoming of the t statistic 
is the opposite of that of M. Genes with small sample variances have a good a 
chance of giving a large t statistic even if they are not differentially expressed. 
A suitable compromise between the M and t statistics is therefore desirable. 

Lonnstedt and Speed (33) adopt a parametric empirical Bayes approach 
to the problem of identifying differentially expressed genes. They produce 
a B statistic that is an estimate of the posterior log odds that each gene is 
differentially expressed (Fig. 11). Subject to the parametric assumptions being 
valid for the data, values for the B statistic greater than zero correspond to a 
greater than 50-50 chance that the gene in question is differentially expressed. 
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The B statistic is equivalent for the purpose of ranking genes to the penalized 
t statistic: 

M 

t= I 

-\j (a + s")/n 

in which the penalty a is estimated from the mean and SD of the sample 
variances s 2 . Tusher et al. (32) and Efron et al. (34) have used penalized 
t statistics of the form 

M 

(a + s)/Vn 

when assessing differentially expressed genes for oligonucleotide microarrays. 
This differs slightly from the previous statistic in that the penalty is applied to 
the sample SD 5 rather than to the sample variance, s 2 . Tusher et al. (32) choose 
a to minimize the coefficient of variation of the absolute t-values while Efron 
et al [34] choose a to be the 90th percentile of the 5 values. These choices are 
driven by empirical rather than theoretical considerations. Efron et al. (34) 
use the above t value as the basis for a nonparametric empirical Bayes method 
leading to an estimated log odds that each gene is differentially expressed. 
Lonnstedt and Speed (33) show in a simulation that both forms of penalized t 
statistic are far superior to the mean M or to the ordinary t statistic for ranking 
differentially expressed genes. 

The penalized t statistics can be extended in several natural ways to apply 
to more general experimental situations. If there are missing values for some 
arrays, perhaps because low-quality spots have been flagged for removal, then 
the value n in the denominator will reflect the actual number of observations 
for each gene rather than the total number of arrays. 

The t statistic also extends naturally to more complicated experiment 
designs. For example, we might use a penalized two-sample t statistic if we are 
comparing samples A and B through a reference rather than directly on the same 
arrays. In that case, there will be n A replicate arrays comparing sample A with 
reference RNA and n B replicate arrays comparing B with the same reference 
and a two-sample t statistic: 



in which 5* = yfa + s 2 is the penalized pooled sample SD might be used. Here, 
M A and M B are the average of the M values for the two groups of arrays. 
For more complicated experimental designs, a multiple regression model 
will in general be estimated for each gene as, e.g., in ref. 35. In the general 
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case, differential expression can be judged using a penalized t statistic of 
the form 

b 

t =- 

s, se 

in which b is a regression coefficient estimated by the multiple regression that 
discriminates between the RNA samples of interest; se is the unsealed standard 
error for b returned by the multiple regression; and s* = Va + s 2 , in which 5 
is the residual SD returned by the multiple regression. See Lonnstedt et al. 

(36) , who indicate the extension of the empirical Bayes B statistic to general 
experimental designs. 

Another direction in which the t statistic can be generalized is to replace 
the sample mean M and sample SD 5 with location and scale estimators that 
are robust against outliers. This extension is very useful for microarray data 
because it is impossible to guarantee or adjust for the data quality of every 
individual spot. The general idea of robust estimation is to replace M and 5 with 
values that behave very much like M and 5 when the data actually are normally 
distributed but are insensitive to a small proportion of aberrant observations 

(37) (38). For general microarray experiments, a robust multiple regression 
can be computed for each gene and a penalized t statistic formed from the 
robust versions of b, s, and se. 

7.2. Assigning Significance 

Having ranked the genes on the basis of a suitable statistic, the next step 
is to choose a cutoff value above which genes will be flagged as significant. 
The crux here is the need to control for the massive level of multiple testing 
inherent in the need to conduct a test for each gene. 

A simple graphic method for assigning significance that is applicable even 
for single microarray experiments is to display the sorted genewise test 
statistics in a normal or t distribution probability plot. The bulk of the genes 
should follow an approximate straight line on the plot. Genes whose points 
deviate markedly from the line are identified by the method as significantly dif¬ 
ferentially expressed. Unfortunately, this remains an informal method because 
the implicit assumptions of normality for the M values and independence 
among genes are unlikely to be satisfied. The method tends in practice to 
overestimate the number of differentially expressed genes somewhat because 
the null distribution of the M values tends to have heavier tails than does 
the normal distribution. Tusher et al. (32) do use a variant of this method in 
conjunction with other multiple testing methods. 

Shaffer (39) has reviewed the issues involved in multiple testing. The most 
stringent approach to multiple testing is to control for familywise error rate, 
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which is the probability of at least one false positive among the genes selected 
as differentially expressed regardless of what configuration of the genes truly 
are differentially expressed. Dudoit et al. (20) consider a design for which 
two-sample t statistics are appropriate, comparing two RNA samples indirectly 
through a reference sample. They give a rigorous method for controlling the 
family wise error rate using a resampling method (40) that computes a step- 
down adjusted p value for each gene. Unfortunately, this method requires a 
moderate to large number of microarrays to give useful results. If, e.g., there 
are 15,000 distinct genes to be tested, then the method requires at least 16 
microarrays to be able to detect differentially expressed genes because of the 
granularity of p values computed by resampling. 

It can be argued that controlling the familywise error rate is unnecessarily 
stringent in the microarray testing context, because falsely selecting a handful 
of genes as differentially expressed will not be a serious problem if the major¬ 
ity of significant genes are correctly chosen. A less stringent and therefore 
more powerful method is to control the false discovery rate, defined to be 
the expected proportion of errors among the genes selected as significantly 
differentially expressed (41). Tusher et al. (32), Efron et al. (34) and Storey and 
Tibshirani (42) take an alternative approach to the false discovery rate. Rather 
than trying to control the false discovery rate, they treat it as an exploratory tool. 
After choosing the subset of differentially expressed genes by other means, 
they estimate the false discovery rate among this subset using a resampling 
method. Estimation of the false discovery rate, which is described in detail 
in ref. 42, relies formally on some assumptions about dependence among the 
genes that are difficult to verify in practice. However, this is a very promising 
approach. 

The empirical Bayes methods of Efron et al. (34) and Lonnstedt and Speed 
(33) do not allow absolute cutoff values because the overall proportion of 
differentially expressed genes is an indeterminate parameter in the models. In 
using these methods, one has to specify a value in advance, say 1%, for the 
overall proportion of differentially expressed genes, including those that are 
detected and those that are not. Moving this value up or down will move all 
the posterior odds of differential expression up or down by a similar amount 
but will not change the order in which the genes are ranked. Efron et al. (34) 
suggest that the posterior odds can be calibrated post hoc by estimating the 
false discovery rate as discussed. 

There exist other methods that can in principle give absolute cutoff values 
for differential expression (6,22,43,44), in some cases even for as few as a 
single microarray in the experiment (6,44). The price that is paid to achieve 
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such results is that strong global distributional assumptions must be made about 
the red and green intensities. These assumptions are inevitably more simple 
than reality and seem to us too strong for routine data analysis. 

8. Classification 

Two very important uses for microarray data are to generate gene expression 
profiles that can (1) discriminate among different known cell types or condi¬ 
tions, e.g., between tumor and normal tissue or among tumors of different types, 
and (2) to identify different and previously unknown cell types or conditions, 
e.g., new subclasses of an existing class of tumors. The same problems arise 
when it is genes that are being classified: one might wish to assign an unknown 
cDNA sequence to one of a set of known gene classes, or one might wish 
to partition a set of genes into new functional classes on the basis of their 
expression patterns across a number of samples. 

These dual tasks have been described as class prediction and class discovery 
in an influential article by Golub et al. (45). In the machine-learning literature 
they are known as supervised and unsupervised learning, the learning in ques¬ 
tion being of the combinations of measurements—here gene expression values— 
that assign units to classes. In the statistical literature, they are known as 
discrimination and clustering. The distinction is important. Clustering or 
unsupervised methods are likely to be appropriate if classes do not exist in 
advance. If the classes are preexisting, then discriminant analysis or supervised 
learning methods are more appropriate and more efficient than clustering 
methods. 

There are many powerful techniques for class prediction in the statistical 
and machine-learning literatures (46-48). Such techniques invariably begin 
with data for which the existing class assignments are known, the so-called 
training set of units. These techniques can be effective even if some of the 
existing class assignments of the units are wrong or if there are unknown 
subclasses that would refine the existing classes. Indeed, there are well- 
established methods of evaluating the quality of prediction methods that, at the 
same time, check the assignment of individual units in the training set. 

Cluster methods tend to be overused in microarray data analysis relative to 
discrimination methods. A common practice, e.g., is to suppress existing class 
assignments, use an unsupervised learning technique to define new classes and 
assign the units to these classes, and then see how well the existing class assign¬ 
ments are reflected in the new classes. A more direct and efficient approach 
would be to use a supervised method to discriminate the classes in conjunction 
with a method such as cross validation to evaluate the repeatability of the 
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results on new data. The efficiency of direct discrimination over clustering 
becomes increasingly important as the prediction problem becomes more 
challenging. 

Discrimination methods include linear discriminant analysis in various forms 
(46), nearest-neighbor classifiers (48), classification trees (49), aggregating 
classifiers (50-51), neural networks (48), and support vector machines (52-53). 
The first three methods are simple to apply once the genes have been filtered. 
The other methods are more sophisticated and require considerable skill in 
their application. 

Dudoit et al. (54) compared the performance of different discrimination 
methods for the classification of tumors using gene expression data from three 
recent studies. Their main conclusion is that simple classifiers such as linear 
discrimination and nearest neighbors performed remarkably well compared to 
more sophisticated prediction methods such as aggregated classification trees. 

There are factors other than accuracy that contribute to the merits of a 
given classifier. These include simplicity and insight gained into the predictive 
structure of the data. Linear discriminant methods are easy to implement and 
had low error rates in the study by Dudoit et al. (54) but ignore interactions 
among genes. Nearest-neighbor classifiers are simple, intuitive, and had low 
error rates compared with more sophisticated classifiers. While they are able 
to incorporate interactions among genes, they do so in a “black-box” way and 
give very little insight into the structure of the data. By contrast, classification 
trees are capable of exploiting and revealing interactions among genes. Trees 
are easy to interpret and yield information on the relationship between predictor 
variables and responses by performing stepwise variable selection. However, 
classification trees tend to be unstable and lacking in accuracy. Their accuracy 
can be greatly improved by aggregation (bagging or boosting). As more 
data become available, one can expect to observe an improvement in the 
performance of aggregated classifiers relative to simpler classifiers, because 
trees should be able to correctly identify interactions. 

The use of clustering methods to identify group coregulated genes is an area 
of very active research, stimulated by influential articles such as those by Eisen 
et al. (55) and Alizadeh et al. (5). The most popular clustering methods are 
nicely reviewed by Quackenbush (53). Recent work includes that of Hastie et 
al. (56), who formed clusters around the largest principal components of the 
data; Lazzeroni and Owen (57), who proposed models in which each gene can 
belong to more than one cluster to none at all as different characteristics are 
considered; Parmigiani et al. (58), who considered more general probabilistic 
models; and Lin et al. (35), who clustered genes on the basis of regression 
coefficients estimated by a linear model. 
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9. Conclusion 

Attention to statistical issues at each stage of microarray data analysis can 
ensure that the best use is made of available resources, that biases of various 
sorts are avoided, and that reliable conclusions are made. Software to carry 
out the analyses discussed in this chapter is described by Dudoit et al. (59) 
and Dudoit and Yang (60). 
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Experimental Design to Make the Most 
of Microarray Studies 

M. Kathleen Kerr 

1. Introduction 

Statistics is often thought to concern only the analysis of observational 
or experimental data. However, experimental design is one of the oldest 
subfields of statistics. The founder of modem statistics, R. A. Fisher, noted that 
“statistical procedure and experimental design are only two different aspects of 
the same whole, and that whole comprises all the logical requirements of the 
complete process of adding to natural knowledge by experimentation” (1). The 
design of an experiment affects many things: the analyses that will be possible, 
the questions that will be answerable, and the quality of the results. While a 
good design does not guarantee a successful experiment, a suitably bad design 
guarantees a failed experiment—no results or incorrect results. 

Microarrays have been used in some fascinating research, and the technology 
is tantalizing in the possibilities it presents. In light of this excitement, some 
perspective is in order. Basically, microarrays are a measurement tool, albeit a 
high-tech and high-throughput one. With spotted arrays, two differently labeled 
target DNA samples are simultaneously hybridized to probe DNA immobilized 
on a microarray. There are many unknown quantities in this process, including 
the exact sizes and shapes of the probe spots, the density of probe DNA in each 
spot available for hybridization, and the hybridization efficiency and labeling 
efficiency of a given sequence. However, regardless of any of these variations, 
the basic principle is the following: For a given sequence spotted on the array, 
if one sample contains more of the corresponding transcript, then the signal 
intensity in the fluor used to label that sample should be proportionately higher 
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than the other fluor. All of the efforts in data normalization are endeavors to 
return to this principle. 

With this perspective, we can see that for a given gene a microarray is 
really just a comparison between two samples. The fact that the comparison 
happens for thousands of genes simultaneously introduces some interesting 
challenges in data analysis. However, it does not have much influence on 
design considerations. 

The following sections outline important aspects of the design of a microar¬ 
ray study. I present general design principles along with guidelines for applying 
these principles in microarray studies. Everything is discussed in the context of 
two-color spotted arrays. Most of the principles in Subheadings 2., 3., and 5. 
also apply directly or indirectly to oligonucleotide arrays. 

2. Replication 

Replication is, in some sense, the most basic aspect of experimental design. 
It may be the most widely appreciated—every scientist who performs or 
requests a sample-size calculation is recognizing the importance of replication. 
However, there are at least three different kinds of replication with microarrays, 
with different kinds of importance: 

1. Spotting genes multiple times per array. 

2. Hybridizing multiple arrays to the same RNA samples. 

3. Using multiple individuals of a certain variety or type. 

Replication types 1 and 2 are sometimes referred to as experimental or 
technical replication. These are fundamentally different from type 3. In fact, 
only type 3 represents replication in the classic statistical sense—random 
sampling of individuals from a population in order to make inferences about 
that population. 

Replication types 1 and 2 do not address biological variability. Instead, they 
address the measurement error, or noise in the assay. They may be referred to 
as repeated measures (2) or subsampling (3,4) to distinguish them from true 
replication. Subsampling reduces the uncertainty about gene expression in the 
particular RNAs in the study. By taking multiple measurements, we hone in 
on the signal amid the noise. This is particularly useful if the difficulty or cost 
of sampling additional individuals is much higher than the cost of running 
additional assays. In addition, spotting genes multiple times per array may 
serve an important function for the quality control of individual arrays. 
However, it is generally more advantageous to use true replication, type (3), 
over subsampling. If subsampling is employed, it will be useful but cannot 
substitute for true replication to assess biological variability. Many of the most 
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interesting and important scientific questions will require an assessment of 
biological variability. Experimental variability is important to understand and 
control but is unrelated to the biology under investigation. 

A fundamental property of biological material is that is varies. Genetically 
identical mice do not respond to treatment exactly the same. Even cell lines 
vary with culture conditions and the timing of sampling. In pilot studies or 
cell line studies, an investigator may wish to assume that a single sample is 
representative of the population. However, the investigator should be aware that 
he or she is making a critical assumption and, moreover, that the assumption 
cannot be evaluated with the data. Omitting biological replicates may be 
reasonable in preliminary studies in which microarrays are used only to identify 
candidate genes, and extensive follow-up studies are planned. However, in 
general, microarray studies should assess or account for biological variability 
with true replication (type 3) in order to produce meaningful scientific results. 
The difference between assessing and accounting for this variation is discussed 
in Subheading 3. 

3. Pooling 

Investigators sometimes propose to pool RNA samples from individuals. 
This strategy has been used successfully in some interesting research (5). 
Pooling may be wholly or partly motivated by the fact that an insufficient 
quantity of RNA can be obtained from a single individual to hybridize to 
an array. If this is the case, then either pooling RNAs or using an RNA 
amplification procedure are the only courses of action if a microarray study is 
to be performed. The reliability of RNA amplification protocols is currently 
being studied. 

In other cases, pooling is proposed because biological variation is recog¬ 
nized. Pooling is intended to control or account for this variation. Pooling may 
be appropriate, but only if the study has limited objectives. Consider a study to 
compare gene expression changes in mice undergoing a treatment compared 
with untreated control mice. It would be an interesting scientific finding to 
identify genes that on average are over- or underexpressed in the treated mice. 
However, describing the difference in two distributions by the difference in 
their means is a very limited summary. Figure 1 gives a simple illustration 
of this point. Figures 1A and IB each show a pair of normal distributions 
with the same difference in means. However, there is substantial overlap in the 
distributions in Fig. 1A, in which the distributions have larger variance, and 
almost no overlap in Fig. IB, in which the variance is much smaller. Figures 1A 
and IB illustrate an extremely simple case, when we have two normal distribu¬ 
tions with the same variance. In reality, distributions may be skewed or even 
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Fig. 1. The pair of distributions in (A) have the same difference in means as the pair 
of distributions in (B). However, the variance of the distributions in (A) is much larger, 
so the distributions have substantial overlap. 


multimodal. While pooling controls variability, one loses the ability to measure 
or assess that variability. 

If biological variability is assessed, a more careful and complete identifica¬ 
tion of important genes can be made. Gene A may have a smaller average 
difference in expression between two groups than gene B, but if the variance is 
smaller in gene A, it may be considered a more interesting genetic candidate. 
In some situations, assessing biological variability may be crucial to produce 
any meaningful results. For example, many microarray studies are directed 
at finding new diagnostic markers or classification schemes for disease (6). 
The data will be used in a discrimination analysis, or supervised clustering, 
to examine whether expression data can be used effectively to distinguish 
diseased samples. Such analyses cannot be executed without information about 
biological variability. One simply cannot identify the genes that predict disease 
status based solely on information about mean differences. 
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Fig. 2. Graphic representation of a dye-swap experiment. There are two RNA 
samples and two microarrays; the dye-label assignment is switched between the two 
arrays (see Table 1). 


Table 1 

Dye-Swap Experiment 



Array 1 

Array 2 

Red channel 

RNA 1 

RNA 2 

Green channel 

RNA 2 

RNA 1 


4. Experimental Layout 

A microarray makes a two-sample comparison. A consequence of this is that 
the experimental layout—how samples are paired onto arrays—is a substantial 
determinant of design efficiency. Other important concerns are also affected 
by the layout, such as the ability to discern and pull apart different sources 
of variation that could otherwise lead to biased results. Because this section 
is devoted to experimental layout, I first digress to describe the graphic 
representation of microarray designs. 

Microarray design layouts are represented by nodes connected with arrows 
(7). The nodes represent the RNA samples and the arrows represent the 
microarrays. Arbitrarily but permanently declare the tail of an arrow to represent 
one dye and the point of an arrow to represent the other dye. Figure 2 and 
Table 1 show one of the simplest microarray plans, the dyeswap. In a dyeswap 
there are only two RNA samples and two microarrays. On one array, sample 
1 is labeled with one dye and sample 2 is labeled with the other. These dye 
assignments are then switched on the other array. With larger designs, graphic 
representations such as Fig. 2 often communicate layouts more effectively than 
tables such as Table 1, so the graphs are used here. 

4.1. Efficiency 

As discussed in Subheading 1., microarrays are a comparative measurement 
tool. The two-dye red/green system addresses many sources of variation that 
cannot be controlled. The absolute signal intensity from a spot is, by itself, not 
very informative about gene expression because a high signal can come from 
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high expression but also from a particularly large or dense spot. However, when 
two differently labeled RNAs are hybridized to the same array, the sample 
that contains more of a given transcript should produce higher signal in the 
corresponding spot. 

The comparative nature of microarray measurements has led many investiga¬ 
tors to routinely use the design depicted in Fig. 3A. In the reference design, 
an additional, arbitrary RNA sample is incorporated into the study as the 
reference sample. Every sample of interest is compared in a hybridization to this 
sample. The concept behind the design is simple: every sample of interest can be 
compared indirectly because each one is compared directly to the reference. For 
example, if the expression level of a gene is twice as high in sample 1 compared 
to the reference, and six times as high in sample 2 compared to the reference, 
then the expression is three times higher in sample 2 compared with sample 1. 
However, this same simple logic can be applied to more sophisticated designs. 
As we will see, alternative designs will often have substantial advantages over 
the reference design. One disadvantage of the reference design is intuitively 
clear: half of the data are collected on the reference sample, even though this is 
generally not a sample of interest. A less obvious problem with this design is 
that it can lack degrees of freedom for estimating error, so one cannot produce 
error bars on the estimates of relative expression. Without error bars, any kind 
of rigorous scientific inference is impossible. 

One alternative to the reference design is the loop design (7). As depicted 
in Fig. 3B, with this strategy one hybridizes sample 1 with sample 2, sample 2 
with sample 3, and so on, until the last sample is assayed with sample 1. The 
loop design is an example of an even design {see Subheading 4.2.). If we 
are interested in all pairwise comparisons of samples in our study (known as 
A-optimality in statistics), the relative efficiency of the loop to the reference 
design depends on the number of samples. According to this method of 
quantifying efficiency, loops are more efficient than reference designs if 
there are fewer than 10 samples. For example, if there are six samples then 
a reference design is only 60% as efficient as the corresponding loop design 
for comparing pairs of samples. This means that, on average, the error bars 
for relative expression will be V0.6 = 77% as wide if the loop design is used 
instead of the reference design. This represents an appreciable gain in power 
for the loop design to detect differential expression without using additional 
resources. Note that loops automatically incorporate subsampling of the 
samples of interest—each sample is assayed on two arrays instead of just 
one in the reference design. However, large loops (more than 10 samples) are 
less efficient in terms of A-optimality than reference designs. The reason is 
intuitive: in large loops many pairs of samples are far apart, and, thus, the 
precision in comparing them is poor. 
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A Reference Design B Single loop for 

five samples 



• < -• 


C Reference design 
for two groups 


D Alternating loop 
for two groups 



E Double loop 

for five samples 



F Symmetric reference 



G Double reference 





Fig. 3. Assortment of microarray designs. (A) Reference design; (B) single loop for 
five samples; (C) reference design for two groups; (D) alternating loop for two groups; 
(E) double loop for five samples; (F) symmetric reference; (G) double reference. 


But what about replication? The previous evaluation only considers the 
situation in which we wish to compare all pairs of samples. This criterion is 
probably not appropriate if we are including biological replicates because we 
are now interested in comparing sets of samples. Suppose we have N treated 





144 


Kerr 


mice and N control mice and we wish to compare these groups. One option is 
to use a reference design (Fig. 3C). A second option is to use a loop design, 
alternating mice from each group within the loop (Fig. 3D). It turns out that for 
comparing the two groups, the loop design is always four times more efficient 
that the reference design, regardless of the number of samples. This means the 
error bars will be half as wide (a/ 0.25 = 50%) for comparing the groups’ means 
if the loop is used instead of the reference design. 

The primary goal of this discussion of loop and reference designs is to 
illustrate the point that the design layout is a major determinant of estimation 
precision and therefore the statistical power of a study. However, there are 
many designs other than loop designs and reference designs and many cases 
in which neither design is a good choice. Simply stated, there is no universal 
microarray design (8). Kerr and Churchill (7) performed an exhaustive search 
of A-optimal designs for 10 or fewer samples and different numbers of arrays. 
They described families of good designs, some of which could be described 
as double loops (Fig. 3E) or symmetric reference designs (Fig. 3F). Although 
there is no simple formula for constructing a good design or calculating design 
efficiency, an effective guideline is to construct the experimental layout so that 
samples to be compared are closely linked in the design. 

4.2. Dye Bias 

Some researchers have observed gene-specific dye biases in their microarray 
data. This is sometimes described as observing genes for which “the ratios do 
not flip.” This bias is easily seen in simple dye-swap experiments, in which 
two samples are hybridized onto two arrays, and the dye labels are switched in 
the two hybridizations (Fig. 1, Table 1). After normalizing for other sources 
of variation, including overall differences in the dyes, one expects the ratio 
green/red from array 1 to be about the same as the ratio red/green from array 2 
for any particular gene. For a subset of genes, instead one finds that green/red 
from array 1 is about the same as green/red from array 2. When this bias 
is observed, it is typically <1% of genes, which means up to 100 genes if 
10,000 are spotted. 

The source of this dye bias is currently under investigation, though it 
is generally suspected to be an artifact of some dye-labeling protocols. 
Fortunately, it is fairly straightforward for investigators to protect themselves 
from being misled by this bias until the issue is resolved. An effective way to 
account for dye bias is to dye swap every assay. An example of such a design 
is the double reference design in Fig. 3G. While dye swapping every assay 
adequately addresses the problem, it is not necessary; it is sufficient to use a 
design that is even. An even design (7) is one in which every sample is labeled 
with both dyes, and each differently labeled subsample is used equally often 



Experimental Design for Microarrays 


145 


in the experimental layout. The designs in Fig. 2, 3B, and D-G are all even 
designs. In statistical jargon, even designs are designs in which gene expression 
effects and dye effects are orthogonal. If an even design is used, dye biases will 
not affect estimates of relative gene expression because the dyes are balanced 
across samples. At the other extreme, a design such as the reference design 
in Fig. 3C has expression effects and dye effects completely confounded. 
In a confounded design such as the reference design, dye biases cannot be 
corrected. In fact, these biases cannot even be detected. This means that an 
investigator cannot know whether his or her results are biased. Even designs 
protect against this bias, without the potentially large cost of performing a 
dye swap for every array. 

4.3. Robustness 

Robustness is an additional important design consideration. Generally 
speaking, robustness in design refers to the relative efficiency of the effective 
design if there are missing data due to failed arrays or bad spots on some arrays 
in the intended design. The loop design (Fig. 3B, D) is not a robust design. If a 
loop design is planned, but data are not obtained from some array, the resulting 
effective design has greatly reduced efficiency for all comparisons. Worse, if 
data are lost on multiple arrays, the design may become disconnected, and 
some samples then cannot be compared at all. By contrast, the reference 
design (Fig. 3A) is robust. A reference design remains a reference design if 
an array is lost, and the lost data affect only comparisons with the sample 
on that array. 

Loops are not a robust design, which is a compelling argument against 
them for labs that commonly have failed or partially failed assays that cannot 
be replaced. However, variations on loops are very robust designs. Compare 
the double-loop and double-reference designs in Fig. 3E and 3G. These two 
designs each use 2 n arrays to study n samples. For five samples, the relative 
efficiency of these designs is 40% in favor of the double loop. In addition, the 
double loop is more robust, because there are many more connections between 
any two samples, so many data remain to compare any pair of samples if some 
data are lost. By contrast, losing a single array in the double-reference design 
means half the data on a particular sample are lost. 

4.5. Other Considerations 

In addition to the considerations of efficiency and dye bias, there may be 
other important qualities in an experimental layout. These considerations 
include simplicity, extendibility, and useful subdesigns. Simplicity may be 
important for a large study in which many technicians will be involved in 
performing the assays. If a study is somewhat open ended, a design that is 



146 


Kerr 


easily extendable may be preferred. Extendability means that if a new sample 
is acquired late in the study, it can be added to the design in a sensible way. 
Double reference (Fig. 3G) and symmetric reference (Fig. 3F) are natural to 
extend to include additional samples. Finally, it may be desirable for a design 
to contain useful subdesigns. If a question of interest applies to only a subset 
of samples, then it may be useful to have a subdesign of arrays that is efficient 
for addressing that question. This will allow the question to be studied by 
analyzing only a subset of the data. 

5. Randomization 

One aspect of design that has not been mentioned up to this point is 
randomization. In general, randomization is an important component of sound 
experimentation. In a microarray study, many opportunities for randomization 
may appear before any array hybridizations. For example, if the effects of 
two treatments on a mouse model are to be compared, then mice should be 
randomly assigned into the two treatment groups. For any set of microarray 
assays, arrays should be assigned randomly to positions in the chosen design 
from the batch of arrays to be used. This will control any systematic bias due to 
the order in which the arrays were printed or manufactured. Ideally, randomiza¬ 
tion would be employed at other stages of the process, but, unfortunately, this 
is often not possible. For example, it would be preferable if the location of 
the genes could be randomized from array to array so that any systematic spatial 
variation would not bias the results. Of course, this is not practical for the robots 
that print the arrays. However, a general principle of scientific experimentation 
is to randomize whenever possible to protect against unanticipated biases. 

6. Conclusions 

In a study employing spotted microarrays, these are usually the two most 
important design questions: Which RNA samples will be collected for the 
assays? and Which experimental layout will be used? The scientific question 
of interest should drive the choices in each case. 

Replication is the important component of selecting the RNA samples. 
Without true replicates (type 3 in Subheading 2.), biological variability cannot 
be assessed and the desired inferences cannot be made. Certain overarching 
goals of the study, such as finding a classification scheme, may not be possible 
without biological replication. Subsampling, or technical replication (types 1 
and 2 in Subheading 2.), can be useful but can never substitute for true 
replication. 

A spotted microarray is effectively a comparison between two samples. 
Because of this, the way that samples are paired onto arrays has a huge impact 
on how effectively one can make all of the comparisons of interest at the end 
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of the study. The general rule of thumb is that samples to be compared should 
be close in the design. The experimental layout also determines whether the 
effects of interest (i.e., gene expression effects) are confounded with other 
sources of variation. In particular, if aberrant dye effects are a concern, then 
it is important to use an even design so that these will not bias the results. 
Otherwise, these effects may be confounded with gene expression changes, and 
there will be no way to tell whether end results are biased or not. 

Any finite body of data contains a finite amount of information. The 
information content of a data set is determined by the design of the experiment 
that produced it, regardless of the particular data values that appear. Once a data 
set is collected, its information content cannot be increased by any amount of 
ingenuity expended by a data analyst (1). Good design is crucial to all scientific 
experimentation, and microarrays are no exception. 
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Statistical Methods for Identifying Differentially 
Expressed Genes in DNA Microarrays 

John D. Storey and Robert Tibshirani 
1. Introduction 

In this chapter we discuss the problem of identifying differentially expressed 
genes from a set of microarray experiments. Statistically speaking, this task 
falls under the heading of “multiple hypothesis testing.” In other words, we 
must perform hypothesis tests on all genes simultaneously to determine whether 
each one is differentially expressed. Recall that in statistical hypothesis testing, 
we test a null hypothesis vs an alternative hypothesis. In this example, the null 
hypothesis is that there is no change in expression levels between experimental 
conditions. The alternative hypothesis is that there is some change. We reject 
the null hypothesis if there is enough evidence in favor of the alternative. This 
amounts to rejecting the null hypothesis if its corresponding statistic falls into 
some predetermined rejection region. Hypothesis testing is also concerned 
with measuring the probability of rejecting the null hypothesis when it is really 
true (called a false positive), and the probability of rejecting the null hypothesis 
when the alternative hypothesis is really true (called power). 

There are three important steps one must take in testing for differential 
gene expression. The first is that a statistic must be formed for each gene. The 
choice of this statistic is important in that one wishes to ensure that no relevant 
information is lost with respect to the test of interest, yet that all measurements 
on the gene are condensed into one number. The second step is choosing the 
rejection regions. This involves comparing the original statistics to null versions 
of the statistics. Asymmetric rejection regions are most appropriate because we 
do not know beforehand what proportion of differentially expressed genes is in 
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the positive or negative direction. If either of these two steps is not performed 
well, a loss in statistical power can result. 

The third main challenge is to assess or control the number of false positives. 
In multiple hypothesis testing, the familywise error rate (FWER) has tradition¬ 
ally been the main quantity of interest. The FWER is the probability of one 
or more false positives occurring among all significant hypotheses. However, 
in microarray studies, the number of tests (genes) is large, and the nature of 
the analysis is exploratory; that is, we want to identify many differentially 
expressed genes, without too many false positives resulting. Hence, we expect 
many more than one false positive, but we do not want too many in proportion 
to true positives. Therefore, the FWER is not a relevant quantity in this setting. 
Instead, we focus here on the false discovery rate (FDR), defined to be the 
expected proportion of false positive genes among all those called significant. 

In the remainder of this chapter, we discuss some simple methods for achiev¬ 
ing these three steps in testing for differential gene expression. For simplicity, 
we limit our discussion to the case in which there are two experimental 
conditions and each sample is independent. 

2. Forming the Test Statistics 

Suppose we have m genes measured on n arrays, under two different 
experimental conditions. Fet x n and x i2 be the average gene expression for 
gene i under conditions 1 and 2, and let s, be the pooled standard deviation 
for gene i: 



) 2 +2(*y-*n) 2 

n 2, 

1 2 


Here, n k is the number of arrays in condition k, and each summation is 
taken over its respective group. Then a reasonable test statistic for assessing 
differential gene expression is the standard (unpaired) t statistic: 


Another statistic that could be formed is the rank-sum statistic. Fet r t j for 
j = 1, . . . , n be the rank of the / h expression value within gene i. Then the 
rank-sum statistic for gene i is: 



in which the summation is taken over the genes in group 1. An extreme r, value 
in either direction would indicate a difference in gene expression. In most cases, 
the statistic d t is better than r ; because much information is lost in r t . 
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Table 1 

Possible Outcomes from m Hypothesis Tests 



Accept 

Reject 

Total 

Null true 

U 

V 

m 0 

Alternative true 

T 

S 

m x 


W 

R 
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Sometimes one wishes to test for a difference among three or more condi¬ 
tions, or for a trend in time-course data. Statistics that can be used for these 
and other situations are described in ref. 1. 

3. Thresholding and the FDR 

Using the statistic d h we can simply compute its value for each gene, choose 
a threshold t, and then declare significant all genes satisfying Id,I > t. 

What are the operating characteristics of this procedure? For an individual 
gene, we could estimate its significance from a normal table; for example, if t = 
1.5, the (two-tailed) significance level (or p value) would be 13.4%. Flowever, 
it is more robust to use permutations to assess the significance: we randomly 
scramble the set of n treatment labels, and recompute the d j value for gene i. 
We do this, say, 100 times, and compute the proportion among the 100 that 
exceeds the original c/, in absolute value. If, say, 10% of the values exceed the 
original value, the significance level would be 10%. 

Then, V is the number of false positives (type I errors), while R is the total 
number of hypotheses rejected. The FWER is defined to be Pr(U > 1), and the 
FDR is the expected value of V/R. 

This works well for one gene, but we wish to test many genes all at once. 
Consider Table 1, which displays the various outcomes when testing m genes. 
The well-known Bonferonni method provides a way of choosing t to control the 
FWER. For example, to control it at level 0.10, we choose t so that Pr(ld,l > t) 
= 0.10/m. Unfortunately, since m is very large here (m = 3000), the resulting 
threshold t is so large that few or no genes will be called significant. Other 
methods have been proposed for controlling the FWER (e.g., see ref. 2), but 
these suffer from the same problem. In the next example, we describe the 
FDR approach. 

4. An Example 

We obtained expression data from Stanford collaborators on 3000 genes, 
comparing normal untreated samples with a set of treated samples. (Since 
the data are unpublished, we must omit the biological details.) There are 
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Fig. 1. Histogram of 3000 t statistics, from DNA microarray example. 


15 samples in group 1 (normal) and 13 in group 2 (treated). Figure 1 is a 
histogram of the 3000 two-sample t statistics from the genes. They range 
from -4.54 to 3.72. Suppose we decide to reject all genes whose t statistic 
is >1.5 in absolute value; there are 252 such genes. What is the FDR among 
these 252 genes? 

To assess this, we do a random permutation of the sample labels 

( 1 , 1 , 1 , 1 , 1 , 1 , 1 , 1 , 1 , 1 , 1 , 1 , 1 , 1 , 1 , 2 , 2 , 2 , 2 , 2 , 2 , 2 , 2 , 2 , 2 , 2 , 2 , 2 ) 

recompute the t statistics, and count how many exceed ±2. Doing this for 100 
permutations, we find the average number is 64.4. Thus, a simple estimate of 
the FDR is 64.4/252=25.5%. 

Now it turns out that this simple estimate tends to be biased upward. The 
reason is clear from Table 1. The permutations make all m genes null, but in 
our data only a proportion Jt 0 = m {) /m are null. Hence, to improve our estimate 
of the FDR, we multiply it by an estimate of jc 0 . To obtain the latter, we look at 
small values of the t statistic (in absolute value), where null statistics are much 
more abundant than alternatives. Looking for an example at t statistics below 
0.15 in absolute value, we find that 668 of the observed t statistics fall in that 
range, while on the average 750 of the t statistics from the permutations fall 
in that range. Hence, our estimate of jc 0 is jc 0 = 668/750 ~ 0.890. Finally, our 
revised estimate of the FDR is 0.890-25.5 = 22.7%. 

The FDR is appropriate for detecting differential gene expression, as 
mentioned previously. For example, if we estimate the FDR to be 5% among 
a list of 100 significant genes, then we roughly expect that 5 of those 100 are 
false positives. This kind of information is very useful for choosing genes to 
examine more carefully, and it is much more statistically rigorous than taking 
the top k genes for some arbitrarily chosen k. The FDR was first introduced by 
Benjamini and Hochberg (3); in refs. 4 and 5 we have developed more accurate 
ways of estimating this quantity. 
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Fig. 2. SAM plot for microarray example. We draw a band of two parallel (broken) 
lines a distance A = 0.531 from the 45° (solid) line. Moving up and to the right, we 
find the first time that the points go outside the band. All genes to the right of that point 
are called significant (even if they fall inside the band). We do the same thing in the 
bottom left corner. The upper and lower excursion values imply upper and lower cut 
points—here 1.71 and -1.45. These cut points are then used in estimating the FDR 
from permuted data sets. 


5. Improving Cut Points 

The significance analysis of microarrays (SAM) method and software (1) 
forms cut points based on the data. Rather than using a standard rule of the 
form \dj\ > t to call genes significant (i.e., having symmetric cut points ±t) 
SAM derives cut points ?, and t 2 and uses the rejection rule d l < t l or d, > t 2 . 
This can lead to a more powerful test in situations in which more genes are 
overexpressed than underexpressed, or vice versa. Given its cut points, the 
SAM method estimates the FDR as described next. The derivation of the cut 
points is also described next as well as illustrated in Fig. 2. 

5.1. The SAM Procedure 

1. Compute the ordered statistics cl ( ,, < d (2) . . . < d {m) . 

2. Take B sets of permutations of the group labels. For each permutation h, compute 
statistics d* h and corresponding order statistics < d* 2) < • • • d*^,y From the 
set of B permutations, estimate the expected order statistics by d (i) = (l/6)2f=i 

for i = l,2,..., m. 
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3. Plot the d {i) values vs the d (i y For a fixed threshold A, starting at the origin, and 
moving up to the right, find the first i = q such that d (l] - d (ij > A. All genes 
past /'| are called significant positive. Similarly, start at the origin, move down to 
the left, and find first i = i 2 such that d (j) - d (j) > A. All genes past i 2 are called 
significant negative. For each A define the upper cut point t 2 as the smallest d, 
among the significant positive genes and similarly define the lower cut point q. 

In Fig. 2 we used A = 0.531, to yield the same number of genes (252) that 
we obtained using the cutoffs ±1.5. As Fig. 2 shows, the resulting cut points 
from SAM are asymmetric; they are -1.45 and 1.71. As a result, the number of 
genes called significant at the negative and positive ends is quite unequal—they 
are 167 and 85 (and they are 157 and 95 for the cut points ±1.5). 

The actual SAM procedure adds (the same) constant s 0 to the denominator 
of each statistic dj. The constant is chosen as the percentile of the s t values that 
makes the coefficient of variation of dj approximately constant as a function 
of s h Its effect is to dampen large values of dj that arise from genes whose 
expression is near zero. Here, we set ,v 0 equal to the median value of the q, 
17.7. For consistency in this example, we used this value in the denominator 
of all t statistics for all methods. 

In the example in this section, SAM chose cut points q = -1.45 and t 2 = 
1.71 to produce 252 significant genes. The algorithm in the following section 
explains how to estimate the FDR for the gene list produced from the SAM cut 
points. It is the same procedure as described for the symmetric cut points. For 
concreteness we outline it in detail. 

5.2. Estimation of FDR for SAM Procedure 

1. Calculate the statistics d x ,. . . , d m as outlined above. 

2. Choose a set of cut points q and t 2 based on some method, such as SAM. 

3. Let t° t and t° 2 be two additionally chosen cut points so that the statistics between 

t 1 ] and t° 2 are mostly null. (This choice is fully automated in the SAM software 
based on ref. 5.) 

4. Using B null versions of statistics d\ b , d* 2 b , . . . , d* b for b = 1, . . . ,B estimate 
Jio by 

proportion of d such that t\ < d < t 2 

JVn = -7-7- 

proportion of d * such that t f \ < d* < t'i over h = 1 ,... ,B 

5. Estimate the FDR by 

zttTd - proportion of d] b such that d\ h < r, or df > U over b - \B 

proportion of d, such that d, < t, or d, > t 2 

For our data, there were an average of 54.76 false positives in the 100 
permuted data sets, so using the estimate jc 0 = 0.89 from earlier, our estimate 
of FDR is 0.89 -54.76/252 = 19.3%. This is a little lower than the estimate of 
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22.7% for the symmetric rule. This often happens—by using the asymmetric 
cut points from SAM, we obtain lower FDRs than are obtained from symmetric 
ones. 

Note that the value A = 0.531 yielding 252 genes was chosen somewhat 
arbitrarily in the previous example. In practice, the investigator will want 
to vary A and examine the number of significant genes and the FDR (see 
Subheading 6.). In some settings, a short list of significant genes is desired, 
such as when Northern blot tests are to be carried out on the individual genes. 
In other more exploratory settings, a longer gene list would be preferred. 

It is shown in refs. 4 and 5 that the preceding estimate of FDR provides 
strong control of the FDR in that FjFDR ] > FDR for any m or jc 0 . That is, we 
expect that our estimate is conservative on average. Tusher et al. (1) use the 
same estimate of the FDR, except without the it 0 term. Other methods such as 
in refs. 6 and 7 provide methods for controlling the FDR when dependence 
exists, but it is shown in ref. 5 that our methodology is more powerful. (Note 
that there is dependence between the tests because the genes can be dependent.) 
In addition, Dudoit et al. (8) suggest using the methodology of Westfall et 
al. (2) to control the FWER when testing for differential gene expression. To 
reject the 252 genes that we did, the FWER would have to be controlled at a 
level of 99.8% using the methodology in ref. 2. This clearly shows that the 
FWER is an undesirable quantity to control. 

6. The q Value 

A natural question to ask is how does one pick the rejection region (A value)? 
In single hypothesis testing, one can assign a p value to a statistic, which is 
usually defined to be the probability of a statistic more extreme than the one 
observed given that the null hypothesis is true. The more technical definition 
of the p value for an observed statistic is the minimum type I error rate that 
can be attained over all rejection regions containing that observed statistic. In 
ref. 9, a natural false discovery rate analog of the p value is introduced, which 
is called the q value. The q value of a statistic is the minimum positive FDR 
(pFDR) that can be attained over all rejection regions containing that observed 
statistic. The pFDR is a modified version of the FDR—in short, it conditions 
on the event that R > 0 rather than setting V/R = 0 when R = 0. (We argue [9] 
that the pFDR is a more appropriate error rate than the FDR.) Therefore, in 
testing for differential gene expression, we suggest calculating the q value for 
each gene. It gives a measure of the strength of evidence for differential gene 
expression in terms of the pFDR. This is an individual measure for each gene 
that simultaneously takes into account the multiple comparisons. Note that by 
using the q value, it is not necessary to pick the rejection region or the desired 
error rate beforehand. The q value is included in the SAM software. 
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7. Discussion 

Several other methods have been suggested for detecting differential gene 
expression. Newton et al. (10) developed a Bayesian method, although the 
multiple hypothesis testing was not taken into account. In fact, only posterior 
probabilities are reported according to this methodology. However, Newton 
et al. (10) do suggest taking into account both fold change and the variance 
of the fold change (equivalent to a f statistic). Efron et al. (11) suggest an 
empirical Bayes approach. Posterior probabilities are calculated as well, and no 
distributional assumptions are made. In both of these methods, it is important 
to realize that a posterior probability of differential gene expression given the 
value of the t statistic for only the gene at hand is not sufficient for looking at 
several genes at once. In ref. 12, Efron et al. go further, relating empirical Bayes 
probabilities to global and local versions of the FDR. In ref. 8, symmetric 
rejection regions and the FWER as the multiple hypothesis testing measure are 
used. They use the adjusted p value methodology of ref. 2. We have already 
discussed why symmetric rejection regions and the FWER result in a significant 
loss of power to detect differential gene expression. And we see no need to 
compute p values and adjust them. In this chapter, we have worked directly 
with test statistics and FDRs. 

A strength of the approach we have presented is that the rejection regions are 
chosen to accommodate the proportion and degree to which the affected genes 
are over- or underexpressed. In addition, the multiple comparisons are taken 
into account via a multiple hypothesis testing error rate that is appropriate 
for finding many significant genes, while limiting the proportion of false 
positives among those called significant. Of course, other methods may exist 
for choosing rejection regions or for assessing the false positives that provide 
a more powerful, but just as efficient, detection of differential gene expression. 
This is an active area of research, and some additional, interesting statistical 
methodology is bound to emerge. 

The methodology presented in this chapter is implemented in the SAM soft¬ 
ware and is available for downloading at www-stat.stanford.edu/~tibs/SAM/. 
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Detecting Stable Clusters Using Principal 
Component Analysis 

Asa Ben-Hur and Isabelle Guyon 
1. Introduction 

Clustering is one of the most commonly used tools in the analysis of gene 
expression data (1,2). The usage in grouping genes is based on the premise that 
coexpression is a result of coregulation. It is often used as a preliminary step 
in extracting gene networks and inference of gene function (3,4). Clustering 
of experiments can be used to discover novel phenotypic aspects of cells and 
tissues (3,5,6), including sensitivity to drugs (7), and can also detect artifacts 
of experimental conditions (8). Clustering and its applications in biology are 
presented in greater detail in Chapter 13 (see also ref. 9). While we focus 
on gene expression data in this chapter, the methodology presented here is 
applicable for other types of data as well. 

Clustering is a form of unsupervised learning; that is, no information on 
the class variable is assumed, and the objective is to find the “natural” groups 
in the data. However, most clustering algorithms generate a clustering even 
if the data have no inherent cluster structure, so external validation tools 
are required. Given a set of partitions of the data into an increasing number 
of clusters (e.g., by a hierarchical clustering algorithm, or A-mcans), such a 
validation tool will tell the user the number of clusters in the data (if any). 
Many methods have been proposed in the literature to address this problem 
(10-15). Recent studies have shown the advantages of sampling-based methods 
(12,14). These methods are based on the idea that when a partition has captured 
the structure in the data, this partition should be stable with respect to perturba¬ 
tion of the data. Bittner et al. (16) used a similar approach to validate clusters 
representing gene expression of melanoma patients. 
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The emergence of cluster structure depends on several choices: data repre¬ 
sentation and normalization, choice of a similarity measure and clustering 
algorithm. In this chapter, we extend the stability-based validation of cluster 
structure and propose stability as a figure of merit that is useful for comparing 
clustering solutions, thus helping one to make these choices. We use this 
framework to demonstrate the ability of principal component analysis (PCA) 
to extract features relevant to the cluster structure. We use stability as a tool 
for simultaneously choosing the number of principal components (PCs) and 
the number of clusters; we compare the performance of different similarity 
measures and normalization schemes. The approach is demonstrated through 
a case study of yeast gene expression data from Eisen et al. (1). For yeast, a 
functional classification of a large number of genes is known, and we use this 
classification for validating the results produced by clustering. A method for 
comparing clustering solutions specifically applicable to gene expression data 
was introduced in ref. 17. However, it cannot be used to choose the number of 
clusters and is not directly applicable in choosing the number of PCs. 

The results of clustering are easily corrupted by the addition of noise: even 
a few noise variables can corrupt a clear cluster structure (18). Several factors 
can hide a cluster structure in the context of gene expression data or other 
types of data: the cluster structure may be apparent in only a subset of the 
experiments or genes, or the data themselves may be noisy. Thus, clustering 
can benefit from a preprocessing step of feature/variable selection or from a 
filtering or denoising step. In the gene expression case study presented in this 
chapter, we find that using a few leading PCs enhances cluster structure. For a 
recent article that discusses PCA in the context of clustering gene expression 
see ref. 19. 

PCA constructs a set of uncorrelated directions that are ordered by their 
variance (20.21). In many cases, directions with the most variance are the most 
relevant to the clustering. Our results indicate that removing features with low 
variance acts as a filter that results in a distance metric that provides a more 
robust clustering. PCA is the basis for several variable selection techniques; 
variables that have a large component in low variance directions are discarded 
(22.23). This is also the basis of the “gene shaving” method (24) that builds 
a set of variables by iteratively discarding variables that are least correlated 
with the leading PCs. In the case of temporal gene expression data, the PCs 
were found to have a biological meaning, with the first components having a 
common variability (25-27). PCA is also useful as a visualization tool; it can 
provide a low-dimensional summary of the data (28), help detect outliers, and 
perform quality control (20). 
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2. Principal Components 

We begin by introducing some notation. Our object of study is an n by cl 
gene expression matrix, X, giving the expression of n genes in d experiments. 
The gene expression matrix has a dual nature: one can cluster either genes or 
experiments; to express this duality we can refer to X as 


X = 



0 ) 


in which y, = (x n , , x ld ) are the expression levels of gene i across all 

experiments, or as 

X = (e, - ej„j ( 2 ) 

in which = (x n ,..., x nj )' are the expression levels in experiment j across all 
genes. In this chapter we cluster genes, i.e., the n patterns g r When clustering 
experiments, substitute e and g in what follows. We make a distinction between 
a variable, which is each one of the d variables that make up g h and & feature, 
which denotes a combination of variables. 

The PCs are q orthogonal directions that can be defined in several equivalent 
ways (20,21). They can be defined as the q leading eigenvectors of the covari¬ 
ance matrix of X. The eigenvalue associated with each vector is the variance in 
that direction. Thus, PCA finds a set of directions that explains the most vari¬ 
ance. For Gaussian data, the PCs are the axes of any equiprobability ellipsoid. 
A low-dimensional representation of a data set is obtained by projecting the 
data on a small number of PCs. Readers interested in theoretical or algorithmic 
aspects of PCA should refer to textbooks devoted to the subject (20,21). 

The PCs can be defined as the q leading eigenvectors of the experiment- 
experiment covariance matrix: 

Cov (Xf = i (e, - < e, >)'(e, - < e, >), i,j = \,...,d ( 3 ) 

in which <e,-> = 1/n 2"= i x ;/ ( 1, . . . , 1) is a ^/-dimensional vector with the 
mean expression value for experiment j. Alternatively, the PCs can be defined 
through the correlation matrix: 


Cor(X) v = 


1 (e, - < e, >)' (e J -<e J >) 
n cr(e ; ) cr(e y ) 


i,j = \,...,d 


(4) 


in which a(e,) is the vector of estimated standard deviation in experiment i. 
Equivalently, one can consider the PCs as the eigenvectors of the matrix XX' 
when applying first a normalization stage of centering : 
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(5) 


or standardization : 

e, -»• (e. - < e ( . >) /cr(e ; ) (6) 

The first corresponds to PCA relative to the covariance matrix, and the second 
to PCA relative to the correlation matrix. To distinguish between the two, 
we denote them by centered PCA and standardized PCA, respectively. One 
can also consider PCs relative to the second moment matrix, i.e., without any 
normalization. In this case, the first PC often represents the mean of the data, 
and the larger the mean, the larger this component relative to the others. 

We note that for the case of two dimensional data the correlation matrix 
is of the form (1, a; a, 1), which has fixed eigenvectors (x, - x ) and (x, x ) 
(x = a/2/2, for normalization), regardless of the value of a. Standardization can 
be viewed as putting constraints on the structure of the covariance matrix that 
in two dimensions fixes the PCs. In high-dimensional data this is not an issue, 
but a low-dimensional comparison of centered PCA and standardized PCA 
would be misleading. Standardization is often performed on data that contain 
incommensurate variables (i.e., variables that measure different quantities) and 
are incomparable unless they are made dimensionless (e.g., by standardization). 
In the case of commensurate variables, it has been observed that standardization 
can reduce the quality of a clustering (29). In microarray data, all experiments 
measure the same quantity, namely mRNA concentration, but still normaliza¬ 
tion across experiments might be necessary. 

The basic assumption in using PCA as a preprocessing before clustering is 
that directions of large variance are the result of structure in those directions. We 
begin with a toy example that illustrates this, and later we show results for gene 
expression data for which this applies as well. Consider the data plotted 
in Fig. 1 (see caption for details on its construction). There is clear cluster 
structure in the first and second variables. Centered PCA was applied. The first 
PC captures the structure that is present in the first two variables. Figure 2 
shows that this component is essentially a 45° rotation of the first two variables. 

3. Clustering and Hierarchical Clustering 

All clustering algorithms use a similarity or dissimilarity matrix and group 
patterns that are similar to each other. A similarity matrix gives a high score 
to “similar” patterns, with common examples being the Euclidean dot product 
or Pearson correlation. A dissimilarity matrix is a matrix whose entries reflect a 
“distance” between pairs of patterns; that is, close patterns have a low dissimi¬ 
larity. The input to the clustering algorithm is either the similarity/dissimilarity 
matrix or the data patterns themselves, and the elements of the matrix are 
computed as needed. 
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Fig. 1. Synthetic data example. Data consist of 200 patterns with 79 dimensions 
(variables), with components that are standard Gaussian i.i.d. numbers. As can be seen 
in the representation of the data (top), we added an offset to the first two dimensions 
(a positive offset of 1.6 for the first 100 patterns and a negative offset of -1.6 for the 
last 100). This results in the two clusters apparent in the scatter plot of the patterns in 
the first two dimensions (bottom left). The direction that separates the two clusters 
is captured by the first PC, as shown on the bottom right scatter plot of the first 
two PCs. 


Clustering algorithms can be divided into two categories according to the 
type of output they produce: 

1. Hierarchical clustering algorithms : These output a dendrogram, which is a tree 
representation of the data whose leaves are the input patterns and whose nonleaf 
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PCI PC2 


Fig. 2. Histograms of components of first PC (left) and second PC (right). The 
count near -0.7 is the value for the first and second variables, representing the 45° 
rotation seen in Fig. 1. 


nodes represent a hierarchy of groupings (see Fig. 7). These come in two flavors: 
agglomerative and divisive. Agglomerative algorithms work bottom up, with each 
pattern in a separate cluster; clusters are then iteratively merged, according to 
some criterion. Divisive algorithms start from the whole data set in a single cluster 
and work top down by iteratively dividing each cluster into two components 
until all clusters are singletons. 

2. Partitional algorithms : These provide a partition of a data set into a certain 
number of clusters. Partitional algorithms generally have input parameters that 
control the number of clusters produced. 

A hierarchical clustering algorithm can be used to generate a partition, e.g. 
by cutting the dendrogram at some level (see Fig. 7 for an illustration). When 
doing so, we ignore singleton clusters; that is, when cutting the dendrogram to 
generate k clusters, we look for k non-singleton clusters. We found it useful to 
impose an even higher threshold, to ignore very small clusters. This approach 
provides a unified way of considering hierarchical and partitional algorithms, 
making our methodology applicable to a generic clustering algorithm. We 
choose to use the average linkage variety of hierarchical clustering (30,31), 
which has been used extensively in the analysis of gene expression data 
(1,2,16). In agglomerative hierarchical clustering algorithms, the two nearest 
(or most similar) clusters are merged at each step. In average linkage clustering, 
the distance between clusters is defined as the average distance between pairs 
of patterns that belong to the two clusters; as clusters are merged the distance 
matrix is updated recursively, making average linkage and other hierarchical 
clustering algorithms efficient and useful for the large data sets produced in 
gene expression experiments. 
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3.1. Clustering Stability 

When using a clustering algorithm, several issues must be considered (10): 

1. Choice of a clustering algorithm. 

2. Choice of a normalization and similarity/dissimilarity measure. 

3. Which variables/features to cluster. 

4. Which patterns to cluster. 

5. Number of clusters: A clustering algorithm provides as output either a partition 
into k clusters or a hierarchical grouping and does not answer the question of 
whether there is actually structure in the data, and if there is, what clusters 
best describe it. 

In this section we introduce a framework that helps in making these choices. 
We use it to choose the number of leading PCs (a form of feature selection) 
and to compare different types of normalization and similarity measures 
simultaneously with the discovery of the cluster structure in the data. 

The method we are about to describe is based on the following observation: 
When one looks at two subsamples of a cloud of data patterns with a sampling 
ratio,/(fraction of patterns sampled) not much smaller than 1 (say/> 0.5), one 
usually observes the same general structure (see Fig. 3). Thus, it is reasonable 
to postulate that a partition into k clusters has captured the structure in a data 
set if partitions into k clusters obtained from running the clustering algorithm 
with different subsamples are similar. 

This idea is implemented as follows: The whole dataset is clustered (the 
reference clustering); a set of subsamples is generated and clustered as well. 
For increasing values of k the similarity between partitions of the reference 
clustering into k clusters and partitions of the subsamples are computed (see 
the pseudo-code in Fig. 4). When the structure in the data is well represented 
by k clusters, the partition of the reference clustering will be highly similar to 
partitions of the subsampled data. At a higher value of k, some of the clusters 
will become unstable, and a broad distribution of similarities will be observed 
(12). The stable clusters represent the statistically meaningful structure in 
the data. Lack of structure in the data can also be detected: in this case 
the transition to instability occurs between k = 1 (all partitions identical by 
definition) and k = 2. 

The algorithm we have presented has two modular components (not mention¬ 
ing the clustering algorithm itself): (1) a perturbation of the data set (e.g., 
subsampling), and (2) a measure of similarity between the perturbed cluster¬ 
ing and a reference clustering (or, alternatively, between pairs of perturbed 
clusterings). 

Perturbing the data to probe for stability can be performed in several ways. 
One can subsample the patterns, as done here when clustering experiments one 
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10 l 





Fig. 3. Two 320-pattern subsamples of a 400-pattern Gaussian mixture. (Top) The 
two subsamples have essentially the same cluster structure, so clustering into four 
clusters yields similar results. (Bottom) The same subsamples; additional clusters 
can pop up in different locations due to different local substructure in each of the 
subsamples. 


can consider subsampling the genes instead; this is reasonable in view of the 
redundancy observed in gene expression, since one typically observes many 
genes that are highly correlated with each other. Another alternative is to add 
noise to the data (15). In both cases, the user has to decide on the magnitude 
of the perturbation—what fraction of the features or variables to subsample, or 
how much noise to add. In our experiments we found that subsampling worked 
well, and equivalent results were obtained for a wide range of subsampling 
fractions. 

For the second component of the algorithm, a measure of similarity, one 
can choose one of the several similarity measures proposed in the statistical 
literature. We introduce a similarity measure originally defined in ref. 15 and 
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Input: A dataset X, fc max : maximum number of clusters, mini sub samples : number of 
subsamples. 

Output: S(i, k) - a distribution of similarities between partitions intt k clusters of a refer¬ 
ence clustering and clustering of subsamples; i = 1,..., numsubsamples 
Requires: T = clusterfA’’): A hierarchical clustering algorithm 
L = cut-tree(T, k): produces a partition with k non-singleton clusters 
s(Li, L 2 ): a similarity between two partitions 
t: / = °.S 

2: T =cluster(A^) {the reference clustering} 

3: for i = 1 to numsubsamples do 

4: subi =subsamp( X, f) {sub-sample a fraction / of the data} 

5: T,;=cluster(.sM&,) 

6 : end for 

7: for k = 2 to fc max do 

8: Li=cut-tree(r, k) {partition the reference clustering} 

9: for i = 1 to maximumJterations do 

10: L 2 =cut-tree(X), k) 

11: S(i, k ) = s(L 2 , Li) computed only on the patterns of subi. 

12: end for 

13: end for 

Fig. 4. Pseudo-code for producing a distribution of similarities. If the distribution of 
similarities is concentrated near its maximum value, then the corresponding reference 
partition is said to be stable. In the next subsection it will be refined to assign a stability 
to individual clusters. Here, it is presented for a hierarchical clustering algorithm, but it 
can be used with a generic clustering algorithm with minor changes. 


then propose an additional one that provides more detailed information about 
the relationship between the two clusterings. 

We define the following matrix representation of a partition: 

C _ 1 1 if g, and g, belong to the same cluster and i # j 
' j |0 otherwise 

Let two clusterings have matrix representations C <!) and C (21 . The dot product 



C (2) )=2C^Cf 


( 8 ) 


counts the number of pairs of patterns clustered together in both clusterings 
and can also be interpreted as the number of edges common to the graphs 
represented by C (1) and C (2) . The dot product satisfies the Cauchy-Schwartz 
inequality: (c"\ C' 21 ) < -J(C <1> , C (2) )(C (1) , C (2) ), and thus can be normalized into a 
correlation or cosine similarity measure: 
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(9) 


Remark. The cluster labels produced by a clustering algorithm (“cluster 1,” 
“cluster 2,” etc.) are arbitrary, and the similarity measure just defined is 
independnt of actual cluster labels: it is defined through the relationship 
between pairs of patterns—whether patterns i and j belong to the same cluster, 
regardless of the label given to the cluster. 

As mentioned, the signal for the number of clusters can be defined by a 
transition from highly similar clustering solutions to a wide distribution of 
similarities. In some cases, the transition is not well defined; if a cluster breaks 
into two clusters, one large and the other small, the measure of similarity we 
have presented will still give a high similarity score to the clustering. As a 
consequence, the number of clusters will be overestimated. To address this 
issue, and to provide stability scores to individual clusters, we present a new 
similarity score. 

3.2. Associating Clusters of Two Partitions 

Here, we represent a partition L by assigning a cluster label from 1 to k to 
each pattern. The similarity measure defined next is motivated by the success 
rate from supervised learning, which is the sum of the diagonal elements of the 
confusion matrix between two sets of labels L { and L 2 . The confusion matrix 
measures the size of the intersection between the clusters in two labelings: 


Mjj = |Li= iC\ L 2 = j 


( 10 ) 


in which IAI denotes the cardinality of the set A, and L = i is the set of patterns 
in cluster i. A confusion matrix like 



represents clusterings that are very similar to each other. The similarity will 
be quantified by the sum of the diagonal elements. However, in clustering no 
knowledge about the clusters is assumed, so the labels 1 , ... ,k are arbitrary, 
and any permutation of the labels represents the same clustering. Thus, we 
might actually get a confusion matrix of the form 



that represents the same clustering. This confusion matrix can be “diagonal¬ 
ized” if we identify cluster 1 in the first labeling with cluster 2 in the second 
labeling and cluster 2 in the first labeling with cluster 1 in the second labeling. 
The similarity is then computed as the sum of the diagonal elements of the 
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“diagonalized” confusion matrix. The diagonalization, essentially a permuta¬ 
tion of the labels, will be chosen to maximize the similarity. We now formulate 
these ideas. Given two labelings L, and L 2 with k x , k 2 labels, respectively, 
we assume k l < k 2 . An association o is defined as a one-to-one function a: 
{1, . . . , ki } ->■ {1, . . . , k 2 }. The unsupervised analog of the success rate is 
now defined as follows: 

ut t \ = . max . . IVm nn 

0 1S an association,, Zj VJ ‘ a, o 1 ’ 

i 

Remark. The computation of the optimal association ct (L u L 2 ) by brute-force 
enumeration is exponential in the number of clusters, since the number of 
possible one-to-one associations is exponential. To handle this, it was computed 
by a greedy heuristic: First, clusters from L, are associated with the clusters of 
L 2 with which they have the largest overlap. Conflicts are then resolved one by 
one; if two clusters are assigned to the same cluster, the one that has smaller 
overlap with the cluster is assigned to the cluster with which it has the next 
largest overlap. The process is iterated until no conflicting assigments are 
present. This method of conflict resolution guarantees the convergence of 
this process. For small overlap matrices in which exact enumeration can be 
performed, the results were checked to be identical. Even if, from time to time, 
the heuristic does not find the optimal solution, our results will not be affected, 
since we are interested in the statistical properties of the similarity. 

Next, we use the optimal association to define concepts of stability for 
individual patterns and clusters. For a pattern i, two labelings L h L 2 , and an 
optimal association a, define the patternwise agreement between L, and L 2 : 


= 


1 cr(L,(i)) = L 2 (0 
0 otherwise 


( 12 ) 


Thus, 6 a (/) = 1 iff pattern i is assigned to the same cluster in the two parti¬ 
tions relative to the association a. We note that s(L u L 2 ) can be equivalently 
expressed as 1 In 2;8 a (0- 

Now we define patternwise stability as the fraction of subsampled partitions 
in which the subsampled labeling of pattern i agrees with that of the reference 
labeling, by averaging the patternwise agreement, Eq. 12: 

n(i)= iz 2 SJi) (i3) 

1 7 subsamples 


in which N t is the number of subsamples in which pattern i appears. The 
patternwise stability can indicate problem patterns that do not cluster well. 
Cluster stability is the average of the patternwise stability: 
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c(j ) = 


1 

l^i = ;l 


^ n(i) 

=j) 


(14) 


We note that cluster stability should not be interpreted as stability per se: 
Suppose that a stable cluster splits into two clusters in an unstable way, and 
one cluster is larger than the other. In subsamples of the data, clusters will tend 
to be associated with the larger subcluster, with the result that the large cluster 
will have a higher cluster stability. Thus, the stability of the smaller cluster 
is the one that reflects the instability of this split. This can be seen in Fig. 7. 
Therefore, we define the stability of a reference clustering into k clusters as 
follows: 


S k = min c(j) (15) 

In computing S k we ignore singletons or very small clusters. A dendrogram 
with stability measurements will be called a stability annotated dendrogram 
(see Fig. 7). 


4. Experiments on Gene Expression Data 

In this section, we use the yeast DNA microarray data of Eisen et al. (1) as 
a case study. Functional annotations were used to choose the five functional 
classes that were most learnable by SVMs (32) and noted by Eisen et al. 
(1) to cluster well. We looked at the genes that belong uniquely to these 
five functional classes. This gave a data set with 208 genes and 79 variables 
(experiments) in the following classes: 

1. Tricarboxylic acid cycle (TCA) (14 genes). 

2. Respiration (27 genes). 

3. Cytoplasmatic ribosomal proteins (121 genes). 

4. Proteasomes (35 genes). 

5. Histones (11 genes). 

4.1. Clustering of Centered PC A Variables 

A scatter plot of the first three centered PCs is shown in Fig. 5. Clear cluster 
structure that corresponds to the functional classes is apparent in the plot. 
Classes 1 and 2, however, are overlapping. For comparison, we show a scatter 
plot of the next three PCs (Fig. 6), of which visual inspection shows no structure. 
This supports the premise that cluster structure should be apparent in the leading 
PCs. To support this premise further, we analyze results of clustering the data 
in the original variables, and in a few leading PCs. We use the average linkage 
hierarchical clustering algorithm (30) with a Euclidean distance. 

When using the first three centered PCs, the functional classes are recovered 
well by clustering, with the exception of classes 1 and 2 (TCA and respiration), 
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Fig. 5. Scatter plot of first three centered PCs of yeast data. The symbols correspond 
to the five functional classes. 

which cannot be distinguished. The high similarity between the expression 
patterns of these two classes was also noted by Brown et al. (32). This is seen 
in the confusion matrix between the functional class labels and the clustering 
labels for k = 4: 


MIPS classification 
classes 12345 

1 11 27 0 2 0 


clustering 

2 

0 

0 

121 

0 

0 


3 

2 

0 

0 

33 

3 


4 

0 

0 

0 

0 

8 


As already pointed out, when we say that we partition the data into four 
clusters we mean four nonsingleton clusters (or, more generally, clusters larger 
than some threshold). This allows us to ignore outliers, making comparisons of 
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4 5 

Fig. 6. Scatter plot of PCs four to six for yeast data. 


partitions into k clusters more meaningful, since an outlier will not appear in 
all the subsamples clustered. Indeed, in the dendrogram in Fig. 7 for k = 4, we 
find one singleton cluster for a total of five clusters. 

The choice of k = 4 is justified by the stability method: The top dendrogram 
in Fig. 7 shows a stability annotated dendrogram for the PCA data. The 
numbers at each node indicate the cluster stability of the corresponding cluster 
averaged over all the levels at which the cluster appears. All the functional 
classes appear in clusters with cluster stability above 0.96. The ribosomal 
cluster then splits into two clusters, one of them having a stability value of 
0.62, indicating that this split is unstable; the stability annotated dendrogram 
(Fig. 7) and the plot of the minimum cluster stability, S k (Fig. 9), show that the 
functional classes correspond to the stable clusters in the data. 



1.00 


0.96 



typical nearest-neighbor 
distance 


1 00 0.99 



Fig. 7. Stability annotated dendrograms for yeast data. Numbers represent the cluster 
stability of a node. Cluster stability is averaged over all the levels in the hierarchy 
in which a cluster appears. The horizontal line represents the cutoff suggested by 
cluster stability; boldface represents the stability of the corresponding unstable split. 
(Top) Data composed of three leading centered PCA variables. The vertical axis gives 
intercluster distances. The nodes that correspond to the functional classes are indicated. 
(Bottom) Clustering of all 79 centered variables. 
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When using all the variables (or, equivalently, all PCs), the functional classes 
are recovered at k = 5, but not as well: 


MIPS classification 
classes 12345 


clustering 


1 6 

2 3 

3 0 

4 4 

5 0 


22 0 

0 0 

0 121 

5 0 

0 0 


2 0 
0 0 
0 0 
33 2 

0 9 


The same confusion matrix was observed when using 20 leading PCs or more. 
However, clustering into k = 5 clusters is not justified by the stability criterion: 
the split into the proteasome and TCA/respiration clusters is highly unstable 
(see the bold number in the bottom stability annotated dendrogram in Fig. 7). 
Only a partition into three clusters is stable. 

Inspecting the dendrograms also reveals an important property of cluster¬ 
ing of the leading PCs: the cluster structure is more apparent in the PCA 
dendrogram, using q = 3 components. Using all the variables, the distances 
between nearest neighbors and the distances between clusters are comparable, 
whereas for q = 3 nearest-neighbor distances are very small compared with 
the distances between clusters, making the clusters more well defined and, 
consequently, more stable. 

Using the comparison with the “true” labels, it was clear that the three-PC 
data provided more detailed stable structure (three vs. four clusters). “True” 
labels are not always available, so we would like a method for telling which 
of two partitions is more “refined.” We define a refinement score, also defined 
using the confusion matrix: 


r (L v L 2 ) = max My 


(16) 


The motivation for this score is illustrated with the help of Fig. 8. Both blue 
clusters have a big overlap with the large red clusters and rfiblue, red) =1/16 
(7 + 7), which is close to 1, in agreement with our intuition that the blue 
clustering is basically a division of the big red cluster into two clusters. On 
the other hand r(red, blue ) = 1/16 (2 + 7), with a much lower score. It is 
straightforward to verify that 1/2 < r(L h Lfi) < 1, and thus r{red, blue) is close 
to its lower bound. To make the relationship with the previous score more clear, 
we note that it can be defined as s(L l , Lfi), in which the association a is not 
constrained to be one to one, so that each cluster is associated with the cluster 
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Fig. 8. Two clusterings of a data set, represented by red and blue, with associated 
confusion matrix. 

with which it has the maximum overlap. If is obtained by splitting one 
of the clusters of L 2 , then r(L u L 2 ) = 1, and r(L 2 , L{) = 1 - the fraction of 
patterns in the smaller of the two clusters that have split. The refinement score 
is interesting when it comes to comparing clusterings obtained from different 
algorithms, different subsets of features, or different dendrograms obtained 
with any kind of parameter change. Given two stable partitions L x and L 2 , one 
can then determine which of the two partitions is more refined according 
to which of r(L u L 2 ) or r{L 2 , Lj) is larger. Merely counting the number of 
clusters to estimate refinement can be misleading since given two partitions 
with an identical number of clusters, one may be more refined than the other 
(as exemplified in Fig. 7). It is even possible that a partition with a smaller 
number of clusters will be more refined than a partition with a larger number 
of clusters. 

4.2. Stability-Based Choice of Number of PCs 

The results of the previous section indicated that three PCs gave a more 
stable clustering than that obtained using all the variables. Next, we will 
determine the best number of PCs. In the choice of PCs we will restrict 
ourselves to choosing the number of leading components, rather than choosing 
the best components, not necessarily by order of variance. We still consider 
centered-PCA data. 

The stability of the clustering as measured by the minimum cluster stability, 
S k , is plotted for a varying number of PCs in Fig. 9. Partitions into up to three 
clusters are stable regardless of the number of PCs, as evidenced by S k being 
close to 1. Partitions into four clusters are most stable for three or four PCs, 
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Fig. 9. For each k , the average of the minimum cluster stability, S k (cf. Eq. 15), is 
estimated for a varying number of PCs (q). 


and slightly less so for seven PCs, with S k still close to 1. For a higher number 
of PCs, the stability of four clusters becomes lower (between 0.4 and 0.8). 
Moreover, the stable structure observed in three to seven components at k = 4 
is only observed at k = 5 for a higher number of PCs (and is unstable). The 
cluster structure is less stable with two PCs than in three to seven. The scatter 
plot of the PCs shows that the third PC still contains relevant structure; this is in 
agreement with the instability for two components, which are not sufficient. 

To conclude, a small number of leading PCs produced clustering solutions 
that were more stable (i.e., significant) and also agreed better with the known 
classification. 

Our observation on the power of PCA to produce a stable classification was 
seen to hold on data sets in other domains as well. Typically, when the number 
of clusters was higher, more PCs were required to capture the cluster structure. 
Other clustering algorithms that use the Euclidean distance were also seen to 
benefit from a preprocessing using PCA (33). 

4.3. Clustering of Standardized PCs 

In this section, we compare clustering results on centered and standardized 
PCs. We limit ourselves to the comparison of q = 3 and q = 79 PCs. A scatter 
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Fig. 10. Scatter plot of first three standardized PCs. 


plot of the first three standardized PCs is shown in Fig. 10. These show less 
cluster structure than in the centered PCs (Fig. 5). The stability validation 
tool indicates the existence of four clusters, with the following confusion 
matrix: 

MIPS classification 
classes 12345 

1 9 27 0 35 2 

clustering 2 5 0 0 0 0 

3 0 0 121 0 0 

4 0 0 0 0 9 

In this case, classes 1, 2, and 4 cannot be distinguished by clustering. A 
similar confusion matrix is obtained when clustering the standardized variables 
without applying PCA. We conclude that the degradation in the recovery of 
the functional classes should be attributed to normalization, rather than to 
the use of PCA. Other investigators have also found that standardization can 
deteriorate the quality of clustering (29,34). 




178 


Ben-Hur and Guyon 


Let L centered and L standardized be the stable partitions into four and three clusters, 
respectively, of the centered and standardized PCA data using three PCs. The 
refinement scores for these partitions are found to be r(L centered , L standardized ) 
= 0.8125 and ?'(L standardized , L cenlered ) = 0.995, showing that the centered cluster¬ 
ing contains more detailed stable structure. Thus, the known cluster labels are 
not necessary to arrive at this conclusion. 

4.4. Clustering Using Pearson Correlation 

Here we report results using the Pearson correlation similarity measure (the 
gene-gene correlation matrix). Clustering using the Pearson correlation as a 
similarity measure recovered the functional classes in a stable way without the 
use of PCA (see the stability annotated dendrogram in Fig. 11). It seems that the 
Pearson correlation is less susceptible to noise than the Euclidean distance: 
the Pearson correlation clustering is more stable than the Euclidean clustering 
that uses all the variables; also compare the nearest-neighbor distances, which 
are much larger in the Euclidean case. This may be the result of the Pearson 
correlation similarity being a sum of terms that are either positive or negative, 
resulting in some of the noise canceling out; in the case of the Euclidean 
distance, no cancelation can occur since all terms are positive. The Pearson 
correlation did not benefit from the use of PCA. 

5. Other Methods for Choosing PCs 

In a recent article, it was claimed that PCA does not generally improve the 
quality of clustering of gene expression data (19). We suspect that the claim 
was a result of the use of standardization as a normalization, which in our 
analysis reduced the quality of the clustering, rather than the use of PCA. 
The authors’ criterion for choosing components was external—comparison 
with known labels—and thus cannot be used in general. We use a criterion 
that does not require external validation. However, running it is relatively time- 
consuming since it requires running the clustering algorithm a large number 
of times to estimate the stability (a value of 100 was used here). Therefore, we 
restricted the feature selection to the choice of the number of leading PCs. 

When using PCA to approximate a data matrix, the fraction of the total 
variance in the leading PCs is used as a criterion for choosing how many of 
them to use (20). In the yeast data analyzed in this chapter, the first three 
PCs contain only 31% of the total variance in the data. Yet, 3-5 PCs out of 
79 provide the most stable clustering, which also agrees best with the known 
labels. Thus, the total variance is a poor way of choosing the number of PCs 
when the objective is clustering. On the contrary, we do not wish to reconstruct 
the matrix, only the essential features that are responsible for cluster structure. 



Detecting Stable Clusters Using PCA 


179 


0.96 0.92 



Fig. 11. Stability annotated dendrogram for yeast data with the Pearson correlation 
similarity measure. The vertical axis is 1-correlation. The functional classes are stable; 
their subclusters are unstable. 


6. Conclusion 

In this chapter, we proposed a novel methodology for evaluating the merit 
of clustering solutions. It is based on the premise that well-defined cluster 
structure should be stable under perturbation of the data. We introduced notions 
of stability at the level of a partition, cluster, and pattern that allow us, 
in particular, to generate stability annotated dendrograms. Using stability 
as a figure of merit, along with a measure of cluster refinement, allows us 
to compare stable solutions run using different normalizations, similarity 
measures, clustering algorithms, or input features. 

We demonstrated this methodology on the task of choosing the number of 
PCs and normalization to be used to cluster a yeast gene expression data set. It 
was shown that PCA improves the extraction of cluster structure, with respect 
to stability, refinement, and coincidence with known “ground truth” labels. 
This means that, in this data set, the cluster structure is present in directions of 
largest variance (or best data reconstruction). Beyond this simple example, our 
methodology can be used for many “model selection” problems in clustering, 
including selecting the clustering algorithm itself, the parameters of the 
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algorithm, the variables and patterns to cluster, the similarity, normalization 
or other preprocessing, and the number of clusters. It allows us not only to 
compare clustering solutions, but also to detect the presence or absence of 
structure in data. In our analysis, we used a hierarchical clustering algorithm, 
but any other clustering algorithm can be used. The versatility and universality 
of our methodology, combined with its simplicity, may appeal to practitioners 
in bioinformatics and other fields. Further work includes laying the theoretical 
foundations of the methodology and additional testing of the ideas in other 
domains. 
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Clustering in Life Sciences 

Ying Zhao and George Karypis 
1. Introduction 

Clustering is the task of organizing a set of objects into meaningful groups. 
These groups can be disjoint, overlapping, or organized in some hierarchical 
fashion. The key element of clustering is the notion that the discovered groups 
are meaningful. This definition is intentionally vague, because what constitutes 
meaningful is, to a large extent, application dependent. In some applications, 
this may translate to groups in which the pairwise similarity between their 
objects is maximized, and the pairwise similarity between objects of different 
groups is minimized. In some other applications, this may translate to groups 
that contain objects that share some key characteristics, even though their overall 
similarity is not the highest. Clustering is an exploratory tool for analyzing large 
data sets and has been used extensively in numerous application areas. 

Clustering has a wide range of applications in life sciences and, over the 
years, has been used in many areas including the analysis of clinical informa¬ 
tion, phylogeny, genomics, and proteomics. For example, clustering algorithms 
applied to gene expression data can be used to identify coregulated genes 
and provide a genetic fingerprint for various diseases. Clustering algorithms 
applied on the entire database of known proteins can be used to automatically 
organize the different proteins into close- and distant-related families, and 
to identify subsequences that are mostly preserved across proteins (1-5). 
Similarly, clustering algorithms applied to the tertiary structural data sets can 
be used to perform a similar organization and provide insights into the rate of 
change between sequence and structure (6.7). 

The primary goal of this chapter is to provide an overview of the various 
issues involved in clustering large data sets, describe the merits and underlying 
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assumptions of some of the commonly used clustering approaches, and provide 
insights on how to cluster data sets arising in various areas within life sciences. 
Toward this end, the chapter is organized broadly in three parts. The first 
part (Subheadings 2.-4.) describes the various types of clustering algorithms 
developed over the years, the various methods for computing the similarity 
between objects arising in life sciences, and methods for assessing the quality 
of the clusters. The second part (Subheading 5.) focuses on the problem of 
clustering data arising from microarray experiments and describes some of the 
commonly used approaches. Finally, the third part (Subheading 6.) provides 
a brief introduction to Cluto, a general purpose toolkit for clustering various 
data sets, with an emphasis on its applications to problems and analysis 
requirements within life sciences. 

2. Types of Clustering Algorithms 

The topic of clustering has been extensively studied in many scientific 
disciplines and a variety of different algorithms have been developed (8-20). 
Two recent surveys on the topic (21,22) offer a comprehensive summary of 
the different applications and algorithms. These algorithms can be categorized 
along different dimensions based on either the underlying methodology of the 
algorithm, leading to partitional or agglomerative approaches; the structure 
of the final solution, leading to hierarchical or nonhierarchical solutions; 
the characteristics of the space in which they operate, leading to feature or 
similarity approaches; or the type of clusters that they discover, leading to 
globular or transitive clustering methods. 

2.1. Agglomerative and Partitional Algorithms 

Partitional algorithms, such as A'-means (9,23), A'-medoids (9,11,23), 
probabilistic (10,24), graph-partitioning based (9,25-27), or spectral based (28), 
find the clusters by partitioning the entire data set into either a predetermined 
or an automatically derived number of clusters. 

Partitional clustering algorithms compute a A-way clustering of a set of 
objects either directly or via a sequence of repeated bisections. A direct A-way 
clustering is commonly computed as follows. Initially, a set of k objects is 
selected from the data sets to act as the seeds of the k clusters. Then, for each 
object, its similarity to these k seeds is computed, and it is assigned to the 
cluster corresponding to its most similar seed. This forms the initial k- way 
clustering. This clustering is then repeatedly refined so that it optimizes 
a desired clustering criterion function. A A-way partitioning via repeated 
bisections is obtained by recursively applying the above algorithm to compute 
two-way clustering (i.e., bisections). Initially, the objects are partitioned into 
two clusters, then one of these clusters is selected and is further bisected, 
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and so on. This process continues k — 1 times, leading to k clusters. Each of 
these bisections is performed so that the resulting two-way clustering solution 
optimizes a particular criterion function. 

Criterion functions used in the partitional clustering reflect the underlying 
definition of the “goodness” of clusters. The partitional clustering can be 
considered an optimization procedure that tries to create high-quality clusters 
according to a particular criterion function. Many criterion functions have 
been proposed ( 9,29,30 9; and some are described in Subheading 6. Criterion 
functions measure various aspects of intracluster similarity, intercluster dis¬ 
similarity, and their combinations. These criterion functions utilize different 
views of the underlying collection, either by modeling the objects as vectors in 
a high-dimensional space or by modeling the collection as a graph. 

Hierarchical agglomerative algorithms find the clusters by initially assigning 
each object to its own cluster and then repeatedly merging pairs of clusters 
until a certain stopping criterion is met. Consider an //-object data set and the 
clustering solution that has been computed after performing 1 merging steps. 
This solution will contain exactly n - l clusters, as each merging step reduces 
the number of clusters by one. Now, given this (// - /)-way clustering solution, 
the pair of clusters that is selected to be merged next, is the one that leads to an 
(n- l - l)-way solution that optimizes a particular criterion function. That is, 
each one of the (// - /) x (// - / - l)/2 pairs of possible merges is evaluated, and 
the one that leads to a clustering solution that has the maximum (or minimum) 
value of the particular criterion function is selected. Thus, the criterion function 
is locally optimized within each particular stage of agglomerative algorithms. 
Depending on the desired solution, this process continues either until there are 
only k clusters left, or when the entire agglomerative tree has been obtained. 

The three basic criteria to determine which pair of clusters to be merged next 
are single link (31), complete -link (32), and group average Unweighted Pair 
Group Method with Arithmetic Mean (UPGMA) (9). The single-link criterion 
function measures the similarity of two clusters by the maximum similarity 
between any pair of objects from each cluster, whereas the complete-link 
criterion uses the minimum similarity. In general, both the single- and the 
complete-link approaches do not work very well because they either base their 
decisions on a limited amount of information (single link), or assume that all 
the objects in the cluster are very similar to each other (complete link). On the 
other hand, the group average approach measures the similarity of two clusters 
by the average of the pairwise similarity of the objects from each cluster and 
does not suffer from the problems arising with the single- and complete-link 
approaches. In addition to these three basic approaches, a number of more 
sophisticated schemes have been developed, such as CURE (18), ROCK (19), 
Chameleon (20), that have been shown to produce superior results. 
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Finally, hierarchical algorithms produce a clustering solution that forms 
a dendrogram, with a single all-inclusive cluster at the top and single-point 
clusters at the leaves. By contrast, in nonhierarchical algorithms, there tends 
to be no relation between the clustering solutions produced at different levels 
of granularity. 

2.2. Feature- and Similarity-Based Clustering Algorithms 

Another distinction between the different clustering algorithms is whether 
or not they operate on the object’s feature space or on a derived similarity (or 
distance) space. A'-means-based algorithms are the prototypical examples of 
methods that operate on the original feature space. In this class of algorithms, 
each object is represented as a multidimensional feature vector, and the cluster¬ 
ing solution is obtained by iteratively optimizing the similarity (or distance) 
between each object and its cluster centroid. By contrast, similarity-based 
algorithms compute the clustering solution by first computing the pairwise 
similarities between all the objects and then use these similarities to drive 
the overall clustering solution. Hierarchical agglomerative schemes, graph- 
based schemes, as well as K- mcdoid, fall into this category. The advantages of 
similarity-based methods is that they can be used to cluster a wide variety of 
data sets, provided that reasonable methods exist for computing the pairwise 
similarity between objects. For this reason, they have been used to cluster 
both sequential (1,2) and graph data sets (33,34), especially in biological 
applications. However, there has been limited work in developing clustering 
algorithms that operate directly on the sequence or graph datasets (35). 

Similarity-based approaches do have two key limitations. First, their 
computational requirements are high since they have to compute the pairwise 
similarity between all the objects that need to be clustered. As a result, such 
algorithms can only be applied to relatively small data sets (a few thousand 
objects), and they cannot be effectively used to cluster the data sets arising in 
many fields within life sciences. Second, by not using the object’s feature space 
and relying only on the pairwise similarities, they tend to produce suboptimal 
clustering solutions especially when the similarities are low relative to the 
cluster sizes. The key reason for this is that these algorithms can only determine 
the overall similarity of a collection of objects (i.e., a cluster) by using measures 
derived from the pairwise similarities (e.g., average, median, or minimum 
pairwise similarities). However, such measures, unless the overall similarity 
between the members of different clusters is high, are quite unreliable because 
they cannot capture what is common between the different objects in the 
collection. 

Clustering algorithms that operate in the object’s feature space can over¬ 
come both of these limitations. Since they do not require the precomputation 
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of the pairwise similarities, fast partitional algorithms can be used to find the 
clusters, and since their clustering decisions are made in the object’s feature 
space, they can potentially lead to better clusters by correctly evaluating the 
similarity between a collection of objects. For example, in the context of 
clustering protein sequences, the proteins in each cluster can be analyzed 
to determine the conserved blocks, and use only these blocks in computing 
the similarity between the sequences (an idea formalized by profile HMM 
approaches (36,37)). Recent studies in the context of clustering large high¬ 
dimensional data sets done by various groups (38-41) show the advantages of 
such algorithms over those based on similarity. 

2.3. Globular and Transitive Clustering Algorithms 

Besides the operational differences among various clustering algorithms, 
another key distinction among them is the type of clusters that they discover. 
There are two general types of clusters that often arise in different application 
domains. What differentiates these types is the relationship between the 
cluster’s objects and the dimensions of their feature space. 

The first type of cluster contains objects that exhibit a strong pattern of 
conservation along a subset of their dimensions. That is, there is a subset of the 
original dimensions in which a large fraction of the objects agree. For example, 
if the dimensions correspond to different protein motifs, then a collection of 
proteins will form a cluster, if a subset of motifs is present in a large fraction 
of the proteins. This subset of dimensions is often referred to as a subspace, 
and the aforementioned property can be viewed as the cluster’s objects and 
its associated dimensions forming a dense subspace. Of course, the number 
of dimensions in these dense subspaces,and the density (i.e., how large the 
fraction is of the objects that share the same dimensions) will be different 
from cluster to cluster. Exactly this variation in subspace size and density (and 
the fact that an object can be part of multiple disjoint or overlapping dense 
subspaces) is what complicates the problem of discovering this type of clusters. 
There are a number of application areas in which such clusters give rise to 
meaningful groupings of the objects (i.e., domain experts will tend to agree 
that the clusters are correct). Such areas includes clustering documents based 
on the terms that they contain, clustering customers based on the products 
they purchase, clustering genes based on their expression levels, and clustering 
proteins based on the motifs that they contain. 

The second type of cluster contains objects in which, again, there exists a 
subspace associated with that cluster. However, unlike the earlier case, in 
these clusters there will be subclusters that may share a very small number of 
the subspace’s dimension, but there will be a strong path within that cluster 
that will connect them. By “strong path” we mean that if A and B are two 
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subclusters that share only a few dimensions, then there will be another set 
of subclusters X u X 2 , . . . , X k , that belong to the cluster, such that each of 
the subcluster pairs (A, X,), (X u X 2 ), . . . , ( X k , B) will share many of the 
subspace’s dimensions. What complicates cluster discovery in this setting is 
that the connections (i.e., shared subspace dimensions) between subclusters 
within a particular cluster will tend to be of different strength. Examples of 
this type of cluster include protein clusters with distant homologies or clusters 
of points that form spatially contiguous regions. 

Our discussion so far has focused on the relationship between the objects 
and their feature space. However, these two classes of clusters can also be 
understood in terms of the object-to-object similarity graph. The first type of 
clusters will tend to contain objects in which the similarity among all pairs 
of objects will be high. By contrast, in the second type of cluster, there will 
be a lot of objects whose direct pairwise similarity will be quite low, but 
these objects will be connected by many paths that stay within the cluster 
that traverse high-similarity edges. The names of these two cluster types were 
inspired by this similarity-based view, and they are referred to as globular and 
transitive clusters, respectively. 

The various clustering algorithms are generally suited for finding either 
globular or transitive clusters. In general, clustering-criterion-driven partitional 
clustering algorithms such as A'-means and its variants and agglomerative 
algorithms using the complete-link or the group-average method are suited 
for finding globular clusters. On the other hand, the single-link method of the 
agglomerative algorithm, and graph-partitioning-based clustering algorithms 
that operate on a nearest-neighbor similarity graph are suited for finding 
transitive clusters. Finally, specialized algorithms, called subspace clustering 
methods, have been developed for explicitly finding either globular or transitive 
clusters by operating directly in the object’s feature space (42-44). 

3. Methods for Measuring Similarity Between Objects 

In general, the method used to compute the similarity between two objects 
depends on two factors. The first factor has to do with how the objects are 
actually being represented. For example, the method to measure similarity 
between two objects represented by a set of attribute-value pairs will be entirely 
different from the method used to compute the similarity between two DNA 
sequences or two three-dimensional (3D) protein structures. The second factor 
is much more subjective and deals with the actual goal of clustering. Different 
analysis requirements may give rise to entirely different similarity measures 
and different clustering solutions. This section focuses on discussing various 
methods for computing the similarity between objects that address both of 
these factors. 
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The diverse nature of biological sciences and the shear complexity of 
the underlying physicochemical and evolutionary principles that need to be 
modeled give rise to numerous clustering problems involving a wide range of 
different objects. The most prominent of them are the following: 

1. Multidimensional vectors : Each object is represented by a set of attribute-value 
pairs. The meaning of the attributes (also referred to as variables or features) 
is application dependent and includes data sets like those arising from various 
measurements (e.g., gene expression data), or from various clinical sources (e.g., 
drug response, disease states). 

2. Sequences'. Each object is represented as a sequence of symbols or events. The 
meaning of these symbols or events also depends on the underlying application 
and includes objects such as DNA and protein sequences, sequences of secondary 
structure elements, temporal measurements of various quantities such as gene 
expressions, and historical observations of disease states. 

3. Structures: Each object is represented as a two-dimensional (2D) or 3D structure. 
The primary examples of such data sets include the spatial distribution of various 
quantities of interest within various cells, and the 3D geometry of chemical 
molecules such as enzymes and proteins. 

The following sections describe some of the most popular methods for 
computing the similarity for all these types of objects. 

3.1. Similarity Between Multidimensional Objects 

There are a variety of methods for computing the similarity between two 
objects that are represented by a set of attribute-value pairs. These methods, 
to a large extent, depend on the nature of the attributes themselves and the 
characteristics of the objects that we need to model by the similarity function. 

From the point of similarity calculations, there are two general types of 
attributes. The first consists of attributes whose range of values are continuous. 
This includes both integer- and real-valued variables, as well as attributes 
whose allowed set of values are thought to be part of an ordered set. Examples 
of such attributes include gene expression measurements, ages, and disease 
severity levels. By contrast, the second type consists of attributes that take 
values from an unordered set. Examples of such attributes include various 
gender, blood type, and tissue type. We refer to the first type as continuous 
attributes and to the second type as categorical attributes. The primary differ¬ 
ence between these two types of attributes is that in the case of continuous 
attributes, when there is a mismatch on the value taken by a particular attribute 
in two different objects, the difference of the two values is a meaningful 
measure of distance, whereas in categorical attributes, there is no easy way to 
assign a distance between such mismatches. 
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Next we present methods for computing the similarity assuming that all the 
attributes in the objects are either continuous or categorical. However, in most 
real applications, objects will be represented by a mixture of such attributes, 
so the described approaches need to be combined. 

3.1.1. Continuous Attributes 

When all the attributes are continuous, each object can be considered to be a 
vector in the attribute space. That is, if n is the total number of attributes, then 
each object v can be represented by an ^-dimensional vector (v 1; v 2 , , v„), 

in which v, is the value of the ith attribute. 

Given any two objects with their corresponding vector-space representations 
v and u, a widely used method for computing the similarity between them is 
to look at their distance as measured by some norm of their vector difference. 
That is, 

dis r (v, u) = || v — u|| r (1) 

in which r is the norm used, and II • II is used to denote vector norms. If the 
distance is small, then the objects will be similar, and the similarity of the 
objects will decrease as their distance increases. 

The two most commonly used norms are the one- and the two-norm. In the 
case of the one-norm, the distance between two objects is given by 

n 

dis 1 (v,u) = ||v-u|| 1 = J (2) 

i 

in which I • I denotes absolute values. Similarly, in the case of the two-norm, 
the distance is given by 

dis 2 (v, u) = ||v — u|| 2 = (v,. - Ui ) 2 (3) 

Note that the one-norm distance is also called the Manhattan distance, whereas 
the two-norm distance is nothing more than the Euclidean distance between 
the vectors. Those distances may become problematic when clustering high¬ 
dimensional data, because in such data sets, the similarity between two objects 
is often defined along a small subset of dimensions. 

An alternate way of measuring the similarity between two objects in the 
vector-space model is to look at the angle between their vectors. If two objects 
have vectors that point to the same direction (i.e., their angle is small), then 
these objects will be considered similar, and if their vectors point to different 
directions (i.e., their angle is large), then these vectors will be considered 
dissimilar. This angle-based approach for computing the similarity between 
two objects emphasizes the relative values that each dimension takes within 
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each vector, and not their overall length. That is, two objects can have an angle 
of 0 (i.e., point to the identical direction), even if their Euclidean distance 
is arbitrarily large. For example, in a 2D space, the vectors v = (1, 1), and 
u = (1000, 1000) will be considered to be identical, since their angle is 0. 
However, their Euclidean distance is close to 1000/2. 

Since the computation of the angle between two vectors is somewhat 
expensive (requiring inverse trigonometric functions), we do not measure the 
angle itself but its cosine function. The cosine of the angle between two vectors 
v and u is given by 


sim(v, u) = cos(v, u) = 


llvlUI u II, 


(4) 


This measure will be +1, if the angle between v and u is 0, and —1, if their 
angle is 180° (i.e., point to opposite directions). Note that a surrogate for the 
angle between two vectors can also be computed using the Euclidean distance, 
but instead of computing the distance between v and u directly, we need to first 
scale them to be of unit length. In that case, the Euclidean distance measures 
the chord between the two vectors in the unit hypersphere. 

In addition to the discussed linear algebra-inspired methods, another widely 
used scheme for determining the similarity between two vectors uses the 
Pearson correlation coefficient, which is given by 


sim(v, u) = corr(v, u) = 


S i-l(Vj-V)(M f -K) 




(5) 


in which v and u are the mean of the values of the v and u vectors, respectively. 
Note that the Pearson correlation coefficient is nothing more than the cosine 
between the mean-subtracted v and u vectors. As a result, it does not depend on 
the length of the (v - v and (u - 0) vectors, but only on their angle. 

Our discussion so far on similarity measures for continuous attributes has 
focused on objects in which all the attributes were homogeneous in nature. 
A set of attributes is called homogeneous if all of the attributes measure 
quantities that are of the same type. As a result, changes in the values of these 
variables can be easily correlated across them. Quite often, each object will be 
represented by a set of inhomogeneous attributes. For example, if we would 
like to cluster patients, then some of the attributes describing each patient can 
measure things such as age, weight, height, and calorie intake. Now, if we use 
some of the described methods to compute the similarity, we will essentially 
be making the assumption that equal-magnitude changes in all variables are 
identical. However, this may not be the case. If the age of two patients is 50 yr, 
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that represents something that is significantly different if their calorie intake 
difference is 50 calories. To address such problems, the various attributes need 
to be first normalized prior to using any of the stated similarity measures. Of 
course, the specific normalization method is attribute dependent, but its goal 
should be to make differences across different attributes comparable. 


3.1.2. Categorical Attributes 


If the attributes are categorical, special similarity measures are required, 
since distances between their values cannot be defined in an obvious manner. 
The most straightforward way is to treat each categorical attribute individually 
and define the similarity based on whether two objects contain the exact 
same value for each categorical attribute. Huang (45) formalized this idea by 
introducing dissimilarity measures between objects with categorical attributes 
that can be used in any clustering algorithms. Let X and Y be two objects with m 
categorical attributes, and X t and Y t be the values of the /th attribute of the two 
objects. The dissimilarity measure between X and Y is defined as the number 
of mismatching attributes of the two objects. That is, 

m 

d(X, Y) = ^S(X i ,Y i ) 

i =1 

in which 


S(X,T) = 


JO (X, = Y) 

[1 


A normalized variant of this dissimilarity is defined as follows: 


d(X,Y) = 'Z 


s(X„Y) 


in which n x . (n Yj ) is the number of times the value X t (T ; ) appears in the /th 
attribute of the entire data set. If two categorical values are common across the 
data set, they will have low weights, so that the mismatch between them will 
not contribute significantly to the final dissimilarity score. If two categorical 
values are rare in the data set, then they are more informative and will receive 
higher weights according to the formula. Hence, this dissimilarity measure 
emphasizes the mismatches that happen for rare categorical values rather than 
for those involving common ones. 

One of the limitations of the preceding method is that two values can 
contribute to the overall similarity only if they are the same. However, different 
categorical values may contain useful information in the sense that even if 
their values are different, the objects containing those values are related to 
some extent. By defining similarities just based on matches and mismatches 
of values, some useful information may be lost. A number of approaches have 
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been proposed to overcome this limitation (19,46-48) by utilizing additional 
information between categories or relationships between categorical values. 


3.2. Similarity Between Sequences 

One of the most important applications of clustering in life sciences 
is clustering sequences, e.g., DNA or protein sequences. Many clustering 
algorithms have been proposed to enhance sequence database searching, 
organize sequence databases, generate phylogenetic trees, guide multiple 
sequence alignment, and so on. In this specific clustering problem, the objects 
of interest are biological sequences, which consist of a sequence of symbols, 
which could be nucleotides, amino acids, or secondary structure elements 
(SSEs). Biological sequences are different from the objects we have discussed 
so far, in the sense that they are not defined by a collection of attributes. Hence, 
the similarity measures we discussed so far are not applicable to biological 
sequences. 

Over the years, a number of different approaches have been developed for 
computing similarity between two sequences (49). The most common are the 
alignment-based measures, which first compute an optimal alignment between 
two sequences (either globally or locally), and then determine their similarity 
by measuring the degree of agreement in the aligned positions of the two 
sequences. The aligned positions are usually scored using a symbol-to-symbol 
scoring matrix, and in the case of protein sequences, the most commonly used 
scoring matrices are PAM (50,51) and BLOSUM (52). 

The global sequence alignment (Needleman-Wunsch alignment (53)) aligns 
the entire sequences using dynamic programming. The recurrence relations 
are the following (49). Given two sequences Sj of length n and S 2 of length m, 
and a scoring matrix S, let score(z, j) be the score of the optimal alignment of 
prefixes 5,11 . . . i] and S 2 I 1 . . . j\. 

The base conditions are 

score(0, j) = ^ S(_, S 2 (k)) 

lsksj 

and 

score(z, 0) = ^ S(S t (k), _) 

1<£ <z 


Then, the general recurrence is 


score(z -1, j - 1) + S(S } (i), S 2 (i)) 


score(z, j ) = max. 


score(z -1, j) + S(S l (z), _) 


score(z, j -1) + S(_, S 2 (j)) 
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in which _ represents a space, and S is the scoring matrix to specify the 
matching score for each pair of symbols. And score/n, m) is the optimal 
alignment score. 

These global similarity scores are meaningful when we compare similar 
sequences with roughly the same length, such as protein sequences from the 
same protein family. However, when sequences are of different lengths and are 
quite divergent, the alignment of the entire sequences may not make sense, in 
which case the similarity is commonly defined on the conserved subsequences. 
This problem is referred to as the local alignment problem, which seeks to 
find the pair of substrings of the two sequences that has the highest global 
alignment score among all possible pairs of substrings. Local alignments can 
be computed optimally via a dynamic programming algorithm, originally 
introduced by Smith and Waterman (54). The base conditions are scorch), /) = 0 
and score//, 0 ) = 0 , and the general recurrence is given by 


[0 


score//, j) = maxi 


score// -1, j - 1) + S(S l (/), S 2 (/)) 
score//-1, j) + 5(5,//), _) 


score//, 7 -1) + S(_, S 2 (j )) 


The local sequence alignment score corresponds to the cell/s) of the dynamic 
programming table that has the highest value. Note that the recurrence for local 
alignments is very similar to that for global alignments only with minor changes, 
which allow the alignment to begin from any location (/,/) (49). 

Alternatively, local alignments can be computed approximately via heuristic 
approaches, such as FASTA (55,56) or BLAST (4). The heuristic approaches 
achieve low time complexities by first identifying promising locations in an 
efficient way, and then applying a more expensive method on those locations 
to construct the final local sequence alignment. The heuristic approaches are 
widely used for searching protein databases due to their low time complexity. 
Description of these algorithms is beyond the scope of this chapter; interested 
readers should follow the references. 

Most existing protein clustering algorithms use the similarity measure based 
on the local alignment methods, i.e., Smith-Waterman, BLAST, and FASTA 
(GeneRage (2), ProtoMap (58), and so on). These clustering algorithms first 
obtain the pairwise similarity scores of all pairs of sequences. Then they either 
normalize the scores by the self-similarity scores of the sequences to obtain a 
percentage value of identicalness (59), or transform the scores to binary values 
based on a particular threshold (2). Other methods normalize the row similarity 
scores by taking into account other sequences in the data set. For example, 
ProtoMage (58) first generates the distribution of the pairwise similarities 
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between sequence A and the other sequences in the database. Then the similar¬ 
ity between sequence A and sequence B is defined as the expected value of the 
similarity score found for A and B, based on the overall distribution. A low 
expected value indicates a significant and strong connection (similarity). 

3.3. Similarity Between Structures 

Methods for computing the similarity between the 3D structures of two 
proteins (or other molecules) are intrinsically different from any of the 
approaches that we have seen so far for comparing multidimensional objects 
and sequences. Moreover, unlike the previous data types for which there are 
well-developed and widely accepted methods for measuring similarities, the 
methods for comparing 3D structures are still evolving, and the entire field is 
an active research area. Providing a comprehensive description of the various 
methods for computing the similarity between two structures requires a chapter 
(or a book) of its own and is far beyond the scope of this chapter. For this 
reason, our discussion in the rest of this section primarily focuses on presenting 
some of the issues involved in comparing 3D structures, in the context of 
proteins, and outlining some of the approaches that have been proposed for 
solving them. The reader should refer to Johnson and Lehtonen (60), who 
provide an excellent introduction on the topic. 

The general approach, which almost all methods for computing the similarity 
between a pair of 3D protein structures follows, is to try to superimpose the 
structure of one protein on top of the structure of the other protein, so that 
certain key features are mapped very close to each other in space. Once this is 
done, the similarity between two structures is computed by measuring the fit 
of the superposition. This fit is commonly computed as the wot mean square 
deviations of the corresponding features. To some extent, this is similar in 
nature to the alignment performed for sequence-based similarity approaches, 
but it is significantly more complicated because it involves 3D structures 
with substantially more degrees of freedom. There are a number of different 
variations for performing this superposition that deal with the features of the 
two proteins that are sought to be matched, whether or not the proteins are 
treated as rigid or flexible bodies, how the equivalent set of features from the 
two proteins is determined, and the type of superposition that is computed. 

In principle, when comparing two protein structures, we can treat every atom 
of each amino acid side chain as a feature and try to compute a superposition 
that matches all of them as well as possible. However, this usually does not 
lead to good results because the side chains of different residues will have 
a different number of atoms with different geometries. Moreover, even the 
same amino acid types may have side chains with different conformations, 
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depending on their environment. As a result, even if two proteins have very 
similar backbones, a superposition computed by looking at all the atoms 
may fail to identify this similarity. For this reason, most approaches try to 
superimpose two protein structures by focusing on the C a atoms of their 
backbones, whose locations are less sensitive on the actual residue type. Besides 
these atom-level approaches, other methods focus on SSEs and superimpose 
two proteins so that their SSEs are geometrically aligned with each other. 

Most approaches for computing the similarity between two structures treat 
them as rigid bodies and try to find the appropriate geometric transformation 
(i.e., rotation and translation) that leads to the best superposition. Rigid-body 
geometric transformations are well understood and are relatively easy to 
compute efficiently. Flowever, by treating proteins as rigid bodies, we may get 
poor superpositions when the protein structures are significantly different, even 
though they are part of the same fold. In such cases, allowing some degree of 
flexibility tends to produce better results but also increases the complexity. In 
trying to find the best way to superimpose one structure on top of the other 
in addition to the features of interest, we must identify the pairs of features 
from the two structures that will be mapped against each other. There are two 
general approaches for doing that. The first approach relies on an initial set 
of equivalent features (e.g., C a atoms or SSEs) being provided by domain 
experts. This initial set is used to compute an initial superposition, and then 
additional features are identified using various approaches based on dynamic 
programming or graph theory (53,61,62). The second approach tries to identify 
automatically the correspondence between the various features by various 
methods including structural comparisons based on matching C a atoms contact 
maps (63), or on the optimal alignment of SSEs (64). 

Finally, as was the case with sequence alignment, the superposition of 3D 
structures can be done globally, with the goal of superimposing the entire 
protein structure, or locally, with the goal of computing a good superposition 
involving a subsequence of the protein. 

4. Assessing Cluster Quality 

Clustering results are hard to evaluate, especially for high-dimensional data 
and without a priori knowledge of the objects’ distribution, which is quite 
common in practical cases. However, assessing the quality of the resulting 
clusters is as important as generating the clusters. Given the same data set, 
different clustering algorithms with various parameters or initial conditions 
will give very different clusters. It is essential to know whether the resulting 
clusters are valid and how to compare the quality of the clustering results, so 
that the right clustering algorithm can be chosen and the best clustering results 
can be used for further analysis. 
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Another related problem is answering the question, How many clusters are 
there in the data set? An ideal clustering algorithm should be one that can 
automatically discover the natural clusters present in the data set based on 
the underlying cluster definition. However, there are no such universal cluster 
definitions and clustering algorithms suitable for all kinds of data sets. As a 
result, most existing algorithms require either the number of clusters to be 
provided as a parameter, as is done in the case of Af-means, or a similarity 
threshold that will be used to terminate the merging process, as in the case 
of agglomerative clustering. However, in general, it is hard to know the right 
number of clusters or the right similarity threshold without a priori knowledge 
of the data set. 

One possible way to determine automatically the number of clusters k is 
to compute various clustering solutions for a range of values of k, score the 
resulting clusters based on some particular metric, and then select the solution 
that achieves the best score. A critical component of this approach is the method 
used to measure the quality of the cluster. To solve this problem, numerous 
approaches have been proposed in a number of different disciplines including 
pattern recognition, statistics, and data mining. The majority can be classified 
into two groups: external quality measures and internal quality measures. 

The approaches based on external quality measures require a priori knowl¬ 
edge of the natural clusters that exist in the data set and validate a clustering 
result by measuring the agreement between the discovered clusters and the 
known information. For instance, when clustering gene expression data, the 
known functional categorization of the genes can be treated as the natural 
clusters, and the resulting clustering solution will be considered correct, if it 
leads to clusters that preserve this categorization. A key aspect of the external 
quality measures is that they utilize information other than that used by the 
clustering algorithms. However, such reliable a priori knowledge is usually 
not available when analyzing real data sets—after all, clustering is used as a 
tool to discover such knowledge in the first place. 

The basic idea behind internal quality measures is rooted from the definition 
of clusters. A meaningful clustering solution should group objects into various 
clusters, so that the objects within each cluster are more similar to each other than 
the objects from different clusters. Therefore, most of the internal quality mea¬ 
sures evaluate the clustering solution by looking at how similar the objects are 
within each cluster and how well the objects of different clusters are separated. 
For example, the pseudo F statistic suggested by Calinski and Harabasz 
(65) uses the quotient between the intracluster average squared distance and 
intercluster average squared distance. If we have X as the centroid (i.e., mean 
vector) of all the objects, X. as the centroid of the objects in cluster C,-, k 
as the total number of clusters, n as the total number of objects, and d(x, y) as 
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the squared Euclidean distance between two object vectors x and y, then the 
pseudo F statistic is defined as follows: 

p =_ kzl _ 

Sj-i 

n — k 

One of the limitations of the internal quality measures is that they often use 
the same information both in discovering and in evaluating the clusters. Recall 
from Subheading 2. that some clustering algorithms produce clustering results 
by optimizing various clustering criterion functions. Now, if the same criterion 
functions were used as the internal quality measure, then the overall clustering 
assessment process would do nothing more than assess how effective the 
clustering algorithm was in optimizing the particular criterion function and 
would provide no independent confirmation about the degree to which the 
clusters are meaningful. 

An alternative way of validating the clustering results is to see how stable 
they are when adding noise to the data, or subsampling it (66). This approach 
performs a sequence of subsamplings of the data set and uses the same cluster¬ 
ing procedure to produce clustering solutions for various subsamples. These 
various clustering results are then compared to determine the degree to which 
they agree. The stable clustering solution should be the one that gives similar 
clustering results across the different subsamples. This approach can also 
be easily used to determine the correct number of clusters in hierarchical 
clustering solutions. The stability test of clustering is performed at each level 
of the hierarchical tree, and the number of clusters k will be the largest k value 
that still can produce stable clustering results. 

Finally, a recent approach, with applications to clustering gene expression 
data sets, assesses the clustering results of gene expression data by looking 
at the predictive power for one experimental condition from the clustering 
results based on the other experimental conditions (67). The key idea behind 
this approach is that if one condition is left out, then the clusters generated 
from the remaining conditions should exhibit lower variation in the left-out 
condition than randomly formed clusters. Yeung et al. (67) defined the figure of 
merit to be the summation of intracluster variance for each one of the clustering 
instances in which one of the conditions was not used during clustering (i.e., 
left-out condition). Among the various clustering solutions, they prefer the 
one that exhibits the least variation, and their experiments showed that in the 
context of clustering gene expression data, this method works quite well. The 
limitation of this approach is that it is not applicable to a data set in which all 
the attributes are independent. Moreover, this approach is only applicable to 
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low-dimensional data sets, since computing the intracluster variance for each 
dimension is quite expensive when the number of dimensions is very large. 

5. Case Study: Clustering Gene Expression Data 

Recently developed methods for monitoring genomewide mRNA expression 
changes such as oligonucleotide chips (68) and cDNA microarrays (69) are 
especially powerful because they allow us to monitor quickly and inexpensively 
the expression levels of a large number of genes at different time points for 
different conditions, tissues, and organisms. Knowing when and under what 
conditions a gene or a set of genes is expressed often provides strong clues to 
their biological role and function. 

Clustering algorithms are used as an essential tool to analyze these data sets 
and provide valuable insight into various aspects of the genetic machinery. 
There are four distinct classes of clustering problems that can be formulated 
from the gene expression data sets, each addressing a different biological 
problem. The first problem focuses on finding coregulated genes by grouping 
genes that have similar expression profiles. These coregulated genes can be 
used to identify promoter elements by finding conserved areas in their upstream 
regions. The second problem focuses on finding distinctive tissue types by 
grouping tissues whose genes have similar expression profiles. These tissue 
groups can then be further analyzed to identify the genes that best distinguish 
the various tissues. The third clustering problem focuses on finding common 
inducers by grouping conditions for which the expression profiles of the 
genes are similar. Finding such groups of common inducers will allow us to 
substitute different “trigger” mechanisms that still elicit the same response 
(e.g., similar drugs, or similar herbicides or pesticides). Finally, the fourth 
clustering problem focuses on finding organisms that exhibit similar responses 
over a specified set of tested conditions by grouping organisms for which the 
expression profiles of their genes (in an ortholog sense) are similar. This would 
allow us to identify organisms with similar responses to chosen conditions 
(e.g., microbes that share a pathway). 

Next we briefly review the approaches behind cDNA and oligonucleotide 
microarrays and discuss various issues related to clustering such gene expres¬ 
sion data sets. 

5.1. Overview of Microarray Technologies 

DNA microarrays measure gene expression levels by exploiting the prefer¬ 
ential binding of complementary, single-stranded nucleic acid sequences. 
cDNA microarrays, developed at Stanford University, are glass slides, to which 
single-stranded DNA (ssDNA) molecules are attached at fixed locations 
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(spots) by high-speed robotic printing (70). Each array may contain tens of 
thousands of spots, each of which corresponds to a single gene. mRNA from 
the sample and from control cells is extracted and cDNA is prepared by reverse 
transcription. Then, cDNA is labeled with two fluorescent dyes and washed 
over the microarray so that cDNA sequences from both populations hybridize 
to their complementary sequences in the spots. The amount of cDNA from 
both populations bound to a spot can be measured by the level of fluorescence 
emitted from each dye. For example, the sample cDNA is labeled with a red 
dye and the control cDNA is labeled with a green dye. Then, if the mRNA 
from the sample population is in abundance, the spot will be red; if the mRNA 
from the control population is in abundance, it will be green; if sample and 
control bind equally, the spot will be yellow; if neither binds, it will appear 
black. Thus, the relative expression levels of the genes in the sample and 
control populations can be estimated from the fluorescent intensities and colors 
for each spot. After transforming the raw images produced by microarrays 
into relative fluorescent intensity via some image-processing software, the 
gene expression levels are estimated as log ratios of the relative intensities. 
A gene expression matrix can be formed by combining multiple microarray 
experiments of the same set of genes but under different conditions, at which 
each row corresponds to a gene and each column corresponds to a condition 
(i.e., a microarray experiment) (70). 

The Affymetrix GeneChip oligonucleotide array contains several thousand 
ssDNA oligonucleotide probe pairs. Each probe pair consists of an element 
containing oligonucleotides that perfectly match the target (PM probe) and an 
element containing oligonucleotides with a single base mismatch (MM probe). 
A probe set consists of a set of probe pairs corresponding to a target gene. 
Similarly, the labeled RNA is extracted from sample cell and hybridizes to its 
complementary sequence. The expression level is measured by determining the 
difference between the PM and MM probes. Then, for each gene (i.e., probe 
set) average difference or log average can be calculated, in which the average 
difference is defined as the average difference between the PM and MM of 
every probe pair in a probe set and log average is defined as the average log 
ratios of the PM/MM intensities for each probe pair in a probe set. 

5.2. Preparation and Normalization of Data 

Many sources of systematic variation may affect the measured gene expres¬ 
sion levels in microarray experiments (71). For the GeneChip experiments, 
scaling/normalization must be performed for each experiment before combin¬ 
ing them, so that they can have the same target intensity. The scaling factor 
of each experiment is determined by the array intensity of the experiment and 
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the common target intensity, in which the array intensity is a composite of the 
average difference intensities across the entire array. 

For cDNA microarray experiments, two fluorescent dyes are involved and 
cause more systematic variation, which makes normalization more important. 
In particular, this variation could be caused by differences in RNA amounts, 
differences in labeling efficiency between the two fluorescent dyes, and image 
acquisition parameters. Such biases can be removed by a constant adjustment 
to each experiment to force the distribution of the log ratios to have a median 
of zero. Since an experiment corresponds to one column in the gene expression 
array, this global normalization can be done by subtracting the mean/median 
of the gene expression levels of one experiment from the original values, so 
that the mean value for this experiment (column) is 0. 

Flowever, there are other sources of systematic variation that global normal¬ 
ization may not be able to correct. Yang et al. (71) pointed out that dye biases 
can depend on a spot’s overall intensity and location on the array. Given the 
red and green fluorescence intensities ( R , G ) of all the spots in one slide, 
they plotted the log intensity ratio M = log R/G vs the mean log intensity A 
= log VRG, which shows clear dependence of the log ratio M on overall spot 
intensity A. Flence, an intensity-related normalization was proposed, in which 
the original log ratio log R/G is subtracted by C(A). C(A) is a scatter plot 
smoother fit to the M vs A plot using robust locally linear fits. 

5.3. Similarity Measures 

In most microarray clustering applications our goal is to find clusters of 
genes and/or clusters of conditions. Several different methods have been 
proposed for computing these similarities, including Euclidean distance-based 
similarities, correlation coefficients, and mutual information. 

The use of correlation coefficient-based similarities is primarily motivated by 
the fact that while clustering gene expression data sets, we are interested 
on how the expression levels of different genes are related under various 
conditions. The correlation coefficient values between genes (Eq. 5) can be 
used directly or transformed to absolute values if genes of both positive and 
negative correlations are important in the application. 

An alternate way of measuring the similarity is to use the mutual information 
between a pair of genes. The mutual information between two information 
sources A and B represents how much information the two sources contain for 
each other. D' haeseleer et al. (72) used mutual information to define the relation¬ 
ship between two conditions A and B. This was done by initially discretizing the 
gene expression levels into various bins, and using this discretization to compute 
the Shannon entropy of conditions A and B as follows: 
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S A = ~^P, l°g Pi 

in which /;, is the frequency of each bin. Given these entropy values, the mutual 
information between A and B is defined as 

M(A, B) = S A + S B - S A B 

A feature common to many similarity measures used for microarray data 
is that they almost never consider the length of the corresponding gene or 
condition vectors, (i.e., the actual value of the differential expression level), but 
focus only on various measures of relative change and/or how these relative 
measures are correlated between two genes or conditions (67,73,74). The 
reason for this is twofold. First, there are still significant experimental errors in 
measuring the expression level of a gene, and it is not reliable to use it “as is.” 
Second, in most cases we are only interested in how the different genes change 
across the different conditions (i.e., either up- or downregulated), and we are 
not interested in the exact amount of this change. 

5.4. Clustering Approaches for Gene Expression Data 

Since the early days of the development of microarray technologies, a 
wide range of existing clustering algorithms have been used, and novel new 
approaches have been developed for clustering gene expression data sets. 
The most effective traditional clustering algorithms are based either on the 
group-average variation of the agglomerative clustering methodology, or on the 
K- means approach applied to unit-length gene or condition expression vectors. 
Unlike other applications of clustering in life sciences, such as the construction 
of phylogenetic trees, or guide trees for multiple sequence alignment, there is 
no biological reason that justifies that the structure of the correct clustering 
solution is in the form of a tree. Thus, agglomerative solutions are inherently 
suboptimal when compared to partitional approaches, which allow for a wider 
range of feasible solutions at various levels of cluster granularity. Flowever, 
the agglomerative solutions do tend to produce reasonable and biologically 
meaningful results and allow easy visualization of the relationships between 
the various genes and/or conditions in the experiments. 

The ease of visualizing the results has also led to the extensive use of self¬ 
organizing maps (SOMs) for gene expression clustering (74,51). The SOM 
method starts with a geometry of “nodes” of a simple topology (e.g., grid and 
ring) and a distance function on the nodes. Initially, the nodes are mapped 
randomly into the gene expression space, in which the ith coordinate represents 
the expression level in the zth condition. At each following iteration, a data 
point P, i.e., a gene expression profile, is randomly selected and the data point 
P will attract nodes to itself. The nearest node N p to P will be identified and 
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moved the most, and other nodes will be adjusted depending on their distances 
to the nearest node N p toward the data point P. The advantages of using SOMs 
are their structured approach, which makes visualization very easy. However, 
SOMs require the user to specify the number of clusters as well as the grid 
topology, including the dimensions of the grid and the number of clusters in 
each dimension. 

From the successes obtained in using K means and group-average-based 
clustering algorithms, as well as other similar algorithms (76,77), it appears 
that the clusters in the context of gene expression data sets are globular in 
nature. This should not be surprising since researchers are often interested 
in obtaining clusters whose genes have similar expression pattems/profiles. 
Such a requirement automatically lends itself to globular clusters, in which the 
pairwise similarity between most object pairs is quite high. However, as the 
dimensionality of these data sets continues to increase (primarily by increasing 
the number of conditions that are analyzed), requiring consistency across the 
entire set of conditions will be unrealistic. As a result, approaches that try to 
find tight clusters in subspaces of these conditions may gain popularity. 

6. Cluto: A Clustering Toolkit 

We now turn our focus on providing a brief overview of Cluto (release 2.0), 
a software package for clustering low- and high-dimensional data sets and 
for analyzing the characteristics of the various clusters, that was developed 
by our group and is available at www.cs.umn.edu/~karypis/cluto. Cluto was 
developed as a general purpose clustering toolkit. Cluto’s distribution consists 
of stand-alone programs (vcluster and cluster) for clustering and analyzing 
these clusters, as well as a library via which an application program can access 
directly the various clustering and analysis algorithms implemented in Cluto. 
To date, Cluto has been successfully used to cluster data sets arising in many 
diverse application areas including information retrieval, commercial data sets, 
scientific data sets, and biological applications. 

Cluto implements three different classes of clustering algorithms that 
can operate either directly in the object’s feature space or in the object’s 
similarity space. The clustering algorithms provided by Cluto are based on 
the partitional, agglomerative, and graph-partitioning paradigms. Cluto’s 
partitional and agglomerative algorithms are able to find clusters that are 
primarily globular, whereas its graph-partitioning and some of its agglomerative 
algorithms are capable of finding transitive clusters. 

A key feature in most of Cluto’s clustering algorithms is that they treat 
the clustering problem as an optimization process that seeks to maximize or 
minimize a particular clustering criterion function defined either globally or 
locally over the entire clustering solution space. Cluto provides a total of seven 
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Table 1 

Mathematical Definition of Cluto’s Clustering Criterion Functions 3 


Criterion function 

Optimization function 


h 

maximize^ — ^ ^ sim(v, w)j 

(6) 

h 

maximize^ ^ sim(v, u) 

i= 1 ^ v, ueSj 

(7) 
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X 1 sim(v, u ) 

• • • Zj veS;, ueS 

minimize \ n 

1 > sim(v, u) 
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9i 

^ sim(v, u) 
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^ > simfv, u) 
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ZJ 1 \ sim(v, u ) 

i=l Zjv,ueSi 

(10) 

Tfi 

■ • h 
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m 

(ID 

jf 2 

. . h 

maximize 

(12) 


"The notation in these equations is as follows: k is the total number of clusters, S is the total 
objects to be clustered, S,- is the set of objects assigned to the ith cluster, n t is the number of 
objects in the ;th cluster, v and u represent two objects, and sim(v, u) is the similarity between 
two objects. 

different criterion functions that have been shown to produce high-quality 
clusters in low- and high-dimensional data sets. The equations of these criterion 
functions are shown in Table 1 , and they were derived and analyzed in (refs. 
30 and 78). In addition to these criterion functions, Cluto provides some of 
the more traditional local criteria (e.g., single link, complete link, and group 
average) that can be used in the context of agglomerative clustering. 

An important aspect of partitional-based criterion-driven clustering algo¬ 
rithms is the method used to optimize this criterion function. Cluto uses a 
randomized incremental optimization algorithm that is greedy in nature, has 
low computational requirements, and produces high-quality clustering solutions 
(30). Moreover, Cluto’s graph-partitioning-based clustering algorithms utilize 
high-quality and efficient multilevel graph-partitioning algorithms derived 
from the MeTiS and IiMeTiS graph and hypergraph partitioning algorithms 
(79.80). Moreover, Cluto’s algorithms have been optimized for operating on 
very large data sets both in terms of the number of objects and in the number 
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of dimensions. This is especially true for Cluto’s algorithms for partitional 
clustering. These algorithms can quickly cluster data sets with several tens of 
thousands of objects and several thousands of dimensions. Moreover, since 
most high-dimensional data sets are very sparse, Cluto directly takes into 
account this sparsity and requires memory that is roughly linear on the input 
size. 

In the rest of this section, we present a short description of Cluto’s stand¬ 
alone programs followed by some illustrative examples of how it can be used 
for clustering biological datasets. 

6.1. Usage Overview 

The vcluster and scluster programs are used to cluster a collection of objects 
into a predetermined number of clusters k. The vcluster program treats each 
object as a vector in a high-dimensional space, and it computes the clustering 
solution using one of five different approaches. Four of these approaches are 
partitional in nature, whereas the fifth approach is agglomerative. On the 
other hand, the scluster program operates on the similarity space between the 
objects but can compute the overall clustering solution using the same set of 
five different approaches. 

Both the vcluster and scluster programs are invoked by providing two 
required parameters on the command line along with a number of optional 
parameters. Their overall calling sequence is as follows: 

vcluster [optional parameters] MatrixFile Nclusters 
scluster [optional parameters] GraphFile Nclusters 

MatrixFile is the name of the file that stores the n objects that need to be 
clustered. In vcluster, each of these objects is considered to be a vector in an 
m-dimensional space. The collection of these objects is treated as an n x m 
matrix, whose rows correspond to the objects, and whose columns correspond 
to the dimensions of the feature space. Similarly, GraphFile is the name of 
the file that stores the adjacency matrix of the similarity graph between the n 
objects to be clustered. The second argument for both programs, Nclusters, is 
the number of clusters that is desired. 

Figure 1 shows the output of vcluster for clustering a matrix into 10 clusters. 
We see that vcluster initially prints information about the matrix, such as its 
name, the number of rows ( #Rows ), the number of columns ( ffColumns ), and 
the number of nonzeros in the matrix (# NonZeros). Next, it prints information 
about the values of the various options that it used to compute the clustering, 
and the number of desired clusters ( ffClusters ). Once it computes the clustering 
solution, it displays information regarding the quality of the overall clustering 
solution, as well as the quality of each cluster, using a variety of internal quality 
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''prompt % vcluster sports.mat 10 

vcluster (CLUTO 2.0) Copyright 2001-02, Regents of the University of Minnesota 

Matrix Information - 

Name: sports.mat, #Rows: 8580, #Columns: 126373, #NonZeros: 1107980 

Options - 

CLMethod=RB, CRfun=I2, SimFun=Cosine, #Clusters: 10 
RowMode1=None, ColModel=IDF, GrModel=SY-DIR, NNbrs=40 
Colprune=l.00, EdgePrune=-1.00, VtxPrune=-l.00, MinComponent=5 
CSType=Best, AggloFrom=0, AggloCRFun=I2, NTrials=10, NIter=10 


10-way clustering: [12=2.29e+03] [8580 of 8580] 


cid Size ISim ISdev ESim ESdev 


0 364 +0.166 +0.050 +0.020 +0.005 

1 628 +0.106 +0.041 +0.022 +0.007 

2 793 +0.102 +0.036 +0.018 +0.006 

3 754 +0.100 +0.034 +0.021 +0.006 

4 845 +0.095 +0.035 +0.023 +0.007 

5 637 +0.079 +0.036 +0.022 +0.008 

6 1724 +0.059 +0.026 +0.022 +0.007 

7 703 +0.049 +0.018 +0.016 +0.006 

8 1025 +0.054 +0.016 +0.021 +0.006 

9 1107 +0.029 +0.010 +0.017 +0.006 


Timing Information - 

I/O: 0.920 sec 
Clustering: 12.440 sec 
Reporting: 0.220 sec 



Fig. 1. Output of vcluster for matrix sports.mat and a 10-way clustering. 


measures. These measures include the average pairwise similarity between 
each object of the cluster and its standard deviation (ISim and ISdev), and the 
average similarity between the objects of each cluster to the objects in the 
other clusters and their standard deviation (ESim and ESdev). Finally, vcluster 
reports the time taken by the various phases of the program. 

6.2. Summary of Biologically Relevant Features 

The behavior of vcluster and scluster can be controlled by specifying 
more than 30 different optional parameters. These parameters can be broadly 
categorized into three groups. The first group controls various aspects of the 
clustering algorithm, the second group controls the type of analysis and report¬ 
ing that is performed on the computed clusters, and the third group controls 
the visualization of the clusters. Some of the most important parameters are 
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Table 2 

Key Parameters of Cluto’s Clustering Algorithms 


Parameter 

Values 

Function 

-clmethod 

rb, direct, agglo, graph 

Clustering method 

-sim 

cos, corr, dist 

Similarity measures 

-crfun 

Ij, 1 2, Ti, 5i> S' b , Jt 2 , slink, wslink, 
clink, wclink, upgma 

Criterion function 

-agglofrom 

(int) 

Where to start agglomeration 

-fulltree 


Builds a tree within each cluster 

-showfeatures 


Displays cluster's feature 
signature 

-showtree 


Builds a tree on top of clusters 

-labeltree 


Provides key features for each tree 
node 

-plottree 

(filename) 

Plots agglomerative tree 

-plotmatrix 

(filename) 

Plots input matrices 

-plotclusters 

(filename) 

Plots cluster-cluster matrix 

-clustercolumn 


Simultaneously clusters the 
features 


shown in Table 2 and are described in the context of clustering biological data 
sets in the rest of the chapter. 

6.3. Clustering Algorithms 

The -clmethod parameter controls the type of algorithms to be used for 
clustering. The first two methods, (“rb” and “direct”) follow the partitional 
paradigm described in Subheading 2.1. The difference between them is the 
method that they use to compute the A-way clustering solution. In the case of “rb,” 
the A-way clustering solution is computed via a sequence of repeated bisections, 
whereas in the case of “direct,” the entire A-way clustering solution is computed 
at one step. Cluto’s traditional agglomerative algorithm is implemented by the 
“agglo” option, whereas the “graph” option implements a graph-partitioning- 
based clustering algorithm that is well suited for finding transitive clusters. The 
method used to define the similarity between the objects is specified by the -sim 
parameter and supports the cosine (“cos”), correlation coefficient (“corr”), and a 
Euclidean distance-derived similarity (“dist”). The clustering criterion function 
that is used by the partitional and agglomerative algorithms is controlled by 
the -crfun parameter. The first seven criterion functions (described in Table 1) 
are used by both partitional and agglomerative, whereas the last five (single 
link, weighted single link, complete link, weighted complete link, and group 
average) are only applicable to agglomerative clustering. 
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A key feature of Cluto’s is that it allows you to combine partitional and 
agglomerative clustering approaches. This is done by the -agglofrom parameter 
in the following way. The desired /c-way clustering solution is computed by first 
clustering the data set into m clusters (m > k ) and then uses an agglomerative 
algorithm to group some of these clusters to form the final k -way clustering 
solution. The number of clusters m is the value supplied to -agglofrom. 
This approach was motivated by the two-phase clustering approach of the 
Chameleon algorithm (20) and was designed to allow the user to compute a 
clustering solution that uses a different clustering criterion function for the 
partitioning phase from that used for the agglomeration phase. An application 
of such an approach is to allow the clustering algorithm to find nonglobular 
clusters. In this case, the partitional clustering solution can be computed using 
a criterion function that favors globular clusters (e.g., “i2”), and then combine 
these clusters using a single-link approach (e.g., “wslink”) to find nonglobular 
but well-connected clusters. 

6.4. Building Tree for Large Data Sets 

Hierarchical agglomerative trees are used extensively in life sciences 
because they provide an intuitive way to organize and visualize the clustering 
results. However, there are two limitations with such trees. First, hierarchical 
agglomerative clustering may not be the optimal way to cluster data in which 
there is no biological reason to suggest that the objects are related to each other 
in a tree fashion. Second, hierarchical agglomerative clustering algorithms 
have high computational and memory requirements, making them impractical 
for data sets with more than a few thousand objects. 

To address these problems Cluto provides the -fulltree option that can be used 
to produce a complete tree using a hybrid of partitional and agglomerative 
approaches. In particular, when -fulltree is specified, Cluto builds a complete 
hierarchical tree that preserves the clustering solution that was computed. In 
this hierarchical clustering solution, the objects of each cluster form a subtree, 
and the different subtrees are merged to get an all-inclusive cluster at the end. 
Furthermore, the individual trees are combined in a meaningful way, so that 
the similarities within each tree are accurately represented. 

Figure 2 shows the trees produced on a sample gene expression data set. The 
first tree (Fig. 2A) was obtained using the agglomerative clustering algorithm, 
whereas the second tree (Fig. 2B) was obtained using the repeated-bisecting 
method in which the -fulltree was specified. 

6.5. Analyzing the Clusters 

In addition to the core clustering algorithms, Cluto provides tools to analyze 
each of the clusters and identify the features that best describe and discriminate 
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(CLUTO 2.0) Copyright 2001-02, Regents of the Un: 


.ty of Minnesota 


Matrix Information ------- 

Name: peptides.mat, #Rows: 1539, ^Columns: 2965, ftNonZeros: 50136 


Options--------- 

CLMethod=RB, CRfun=I2, SimFun=Cosine, Clusters: 10 
RowModel=None, ColModel=IDF, GrMode1=SY-DIR, NNbrs=40 
Colprune = :L.00, EdgePrune=-l.00, VtxPrune=-l.00, MinComponent = 5 
CSType=Best, AggloFrom=0, AggloCRFun=l2, NTrials=l0, Nlter=l0 


10-way clustering: f12=5.03e+02] [1539 of 1539], Entropy: 0.510, Purity: 0.631 


cid Size iSim isdev ESim ESdev Entpy Purty | 1 2 3 


0 50 +0.439 

0.139 + 

.001 + 

0.001 

.061 0.980 


0 

0 1 

49 

0 


1 109 +0.275 

0.113 + 

.019 + 

0.010 

.156 0.945 


0 

3 3 

103 

0 


2 99 +0.246 

0.089 + 

.001 + 

0.001 

.096 0.970 


0 

1 96 

2 

0 


3 227 +0.217 

0.074 + 

.010 + 

. 005 

.129 0.956 


0 

3 7 

217 

0 


4 121 +0.197 

0.092 + 

.001 + 

0.001 

.258 0.893 


0 

108 6 

7 

0 


5 127 +0.113 

0.064 + 

.001 + 

. 001 

.425 0.780 


99 

5 21 

2 

0 


6 112 +0.109 

0.101 + 

.001 + 

0.001 

.553 0.661 


1 

74 12 

25 

0 


7 202 +0.043 

0.040 + 

.001 + 

0.002 

.741 0.421 


4 

6 78 

85 

29 


3 263 +0.029 

0.029 + 

.001 + 

0.001 

.880 0.302 


81 

47 81 

55 

4 


9 224 +0.027 

0.024 + 

.001 + 

0.001 

.860 0.312 


1 

57 70 

37 

59 
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Cluster 0, Size 

50, 

ISim: 

0.439, 

ESim: 0.001 







Descriptive 

GTSMA 

58.5%, 

HGTHV 

3 7.7%, PSTW 

0.4%, 

LGASG 0 

4%, 

KELKK 

0 

Discriminating 

GTSMA 

29.6%, 

HGTHV 

19.1%, GDSGG 

2.7%, 

DSGGP 2 

5%, 

TAAHC 

2 

Cluster 1, Size 

109, 

ISim: 

0.275, 

ESim: 0.019 







Descriptive 

SGGPL 

8.6%, 

RPYMA 

7.6%, VLTAA 

7.2%, 

TAAHC 6 

9%, 

DSGGP 

6 

Discriminating 

RPYMA 

5.5%, 

PHSRP 

4.3%, SRPYM 

4.3%, 

HSRPY 3 

9%, 

KGDSG 

3 

Cluster 2, Size 

99, 

ISim: 

0.246, 

ESim: 0.001 







Descriptive 

HEFGH 

13.2%, 

CGVPD 

6.5%, RCGV 


6.3%, 

PRCGV 6 

1%, 

VAAHE 

5 

Discriminating 

HEFG.4 

6.8%, 

CGVPD 

3.3%, RCGV 


3.2%, 

PRCGV 3 

1%, 

GDSGG 

2 

Cluster 3, Size 

227, 

ISim: 

0.217, 

ESim: 0.010 







Descriptive 

GDSGG 

8.3%, 

DSGGP 

6.7%, CQGDS 

5.7%, 

QGDSG 5 

6%, 

TAAHC 

4 

Discriminating 

CQGDS 

3.5%, 

QGDSG 

3.3%, NSPGG 

2.6%, 

GDSGG 2 

3%, 

CGGSL 

2 

Cluster 4, Size 

121, 

ISim: 

. 197, 

ESim: 0.001 







Descriptive 

CGSCW 

13.9%, 

GSCWA 

10.2%, SCWA 


8-4%, 

KNSWG 5 

3%, 

GCNGG 

5 

Discriminating 

CGSCW 

7.1%, 

GSCWA 

5.2%, SCWAF 

4.3%, 

GDSGG 2 

9%, 

KNSWG 

2 

Cluster 5, Size 

127, 

ISim: 

0.113, 

ESim: 0.001 







Descriptive 

DTGSS 

6.0%, 

FDTGS 

4.0%, TGSSD 

3.0%, 

IGTPP 2 

71, 

GTPPQ 

2 

Discriminating 

DTGSS 

3.1%, 

GDSGG 

2.8%, DSGGP 

2.6%, 

TAAHC 2 

0%, 

SGGPL 

2 

Cluster 6, Size 

112, 

ISim: 

0.109, 

ESim: 0.001 







Descriptive 

KDELR 

2.2%, 

IEASS 

1.6%, RWAVL 

1.6%, 

TFLKR 1 

4%, 

EEKIK 

1 

Discriminating 

GDSGG 

2.8%, 

DSGGP 

2.6%, TAAH 


2.0%, 

SGGPL 2 

0%, 

LTAAH 

1 

Cluster 7, Size 

202 , 

ISim: 

0.043, 

ESim: 0.001 







Descriptive 

NSPGG 

46.9%, 

HELGH 

12.1%, ALLEV 

7.0%, 

VLAAA 2 

6%, 

GYVDA 

1 

Discriminating 

NSPGG 

24.5%, 

HELGH 

5.1%, ALLEV 

3.6%, 

GDSGG 2 

9%, 

DSGGP 

2 

Cluster 8, Size 

268, 

ISim: 

. 029, 

ESim: 0.001 







Descriptive 

QACRG 

13.7%, 

IQACR 

7.5%, DTGAD 

2.9%, 

VDTGA 2 

5%, 

LDTGA 

1 

Discriminating 

QACRG 

7.1%, 

IQACR 

3.9%, GDSGG 

2.9%, 

DSGGP 2 

6%, 

TAAHC 

2 

Cluster 9, Size 

224, 

ISim: 

0.027, 

ESim: 0.001 







Descriptive 

LAAIA 

4.3%, 

TONGA 

3.0%, LKTAV 

1.4%, 

TQYGG 1 

1%, 

GFRRL 

1 

Discriminating 

GDSGG 

2.9%, 

DSGGP 

2.6%, LAAIA 

2.2%, 

TAAHC 2 

1%, 

SGGPL 

2 


Timing Informatii 
I/O: 

Clustering: 

Reporting: 


0.040 sec 
0.470 sec 
0.040 sec 


Fig. 3. Output of vcluster for matrix sports.mat and a 10-way clustering that shows 
descriptive and discriminating features of each cluster. 
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each one of the clusters. To some extent, these analysis methods try to identify 
the dense subspaces in which each cluster is formed. This is accomplished by 
the -showfeatures and -labeltree parameters. 

Figure 3 shows the output produced by vcluster when -showfeatures was 
specified for a data set consisting of protein sequences and the 5mers that they 
contain. We can see that the set of descriptive and discriminating features are 
displayed right after the table that provides statistics for the various clusters. 
For each cluster, vcluster displays three lines of information. The first line 
contains some basic statistics for each cluster corresponding to the cluster-id 
(cid), number of objects in each cluster (Size), average pairwise similarity 
between the cluster’s objects (ISim), and average pairwise similarity to the 
rest of the objects (ESim). The second line contains the five most descriptive 
features, whereas the third line contains the five most discriminating features. 
The features in these lists are sorted in decreasing descriptive or discriminating 
order. 

Right next to each feature, vcluster displays a number that in the case of 
the descriptive features is the percentage of the within-cluster similarity that 
this particular feature can explain. For example, for the Oth cluster, the 5mer 
“GTSMA” explains 58.5% of the average similarity between the objects of 
the Oth cluster. A similar quantity is displayed for each of the discriminating 
features and is the percentage of the dissimilarity between the cluster and the 
rest of the objects that this feature can explain. In general, there is a large 
overlap between descriptive and discriminating features, with the only differ¬ 
ence being that the percentages associated with the discriminating features are 
typically smaller than the corresponding percentages of the descriptive features. 
This is because some of the descriptive features of a cluster may also be present 
in a small fraction of the objects that do not belong to the cluster. 

6.6. Visualizing the Clusters 

Cluto’s programs can produce a number of visualizations that can be used to 
see the relationships among the clusters, objects, and features. You have already 
seen one of them in Fig. 2 that was produced by the -plotmatrix parameter. The 
same parameter can be used to visualize sparse high-dimensional data sets. 
This is illustrated in Fig. 4A for the protein data set used earlier. As we can 
see from that plot, vcluster shows the rows of the input matrix reordered in 
such a way that the rows assigned to each of the 10 clusters are numbered 
consecutively. The columns of the displayed matrix are selected to be the union 
of the most descriptive and discriminating features of each cluster and are 
ordered according to the tree produced by an agglomerative clustering of the 
columns. In addition, at the top of each column, the label of each feature is 
shown. Each nonzero positive element of the matrix is displayed by a different 
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Fig. 4. Various visualizations generated by the -plotmatrix (A) and -plotclusters 
(B) parameters. 
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shade of red. Entries that are bright red correspond to large values and the 
brightness of the entries decreases as their value decreases. Also note that 
in this visualization both the rows and columns have been reordered using 
a hierarchical tree. 

Finally, Fig. 4B shows the type of visualization that can be produced when 
-plotcluster is specified for a sparse matrix. This plot shows the clustering 
solution shown in Fig. 4A by replacing the set of rows in each cluster by a 
single row that corresponds to the centroid vector of the cluster. The -plotcluster 
option is particularly useful for displaying very large data sets, since the 
number of rows in the plot is only equal to the number of clusters. 
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A Primer on the Visualization of Microarray Data 

Paul Fawcett 

1. Introduction 

DNA microarrays represent a powerful technology offering unprecedented 
scope for discovery (1). However, the ability to measure, in parallel, the gene 
expression patterns for thousands of genes represents both the strength and 
a key weakness of microarrays. One of the central challenges of functional 
genomics has been to cope with the enormity of microarray data sets, and, 
indeed, the usefulness of microarrays has been limited by our ability to extract 
useful information from these data. In general terms, analyzing microarray 
data requires a series of numerical transformations and/or filters intended to 
extract from the data set the subset of represented genes that may be of interest. 
The resulting lists generally represent genes with large variance or periodicity 
within their gene expression vectors (2)\ high fold inductions over a time course 
(3); genes that are considered significant by some statistical criterion (4); or 
genes that meet some other threshold, such as exceeding a given percentile rank 
in the distribution of ratios (5,6). However, examining a spreadsheet of gene 
names and expression ratios often provides little insight into the interesting 
trends or patterns that may exist within the data. Rather, methods have been 
developed for both the classification and display of these data sets. Indeed, 
given the non-hypothesis-driven nature of many microarray experiments, the 
ability to readily visualize trends in the data assumes paramount importance. 

The goal of this chapter is therefore to provide an overview and introduc¬ 
tion to some of the software packages developed in the Brown and Botstein 
laboratories at Stanford University for the visual display of microarray 
data, and to introduce the reader to these methods using straightforward 
and nonmathematical language. It is not our goal to discuss the previously 
mentioned transformations or filters required to determine the genes of interest 
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but, rather, to discuss how data may be explored once these preliminary steps 
have been applied. Also introduced, for the first time, is a new tool, DecCor2, 
designed to allow the genome-order display of aggregate microarray data. 

1.1. A Note on Gene Expression Data 

Array data are invariably expressed in the form of ratios, so a preliminary 
discussion is required to indicate how these are normally represented. When 
expression ratios are shown numerically, they are most commonly expressed in 
logarithmic space, typically to the base 2, i.e., ratio = log 2 (red intensity/green 
intensity). The resulting ratios have the property of being symmetrical about 
zero, and a negative sign denotes ratios with a larger denominator (making it 
much easier to grasp the size of such ratios, since these ratios are no longer 
compressed between 0 and 1, as occurs in real space). Although the base used 
is not critical, base 2 logarithms are commonly employed because ratios thus 
expressed are easily converted to “fold inductions” in real space, owing to the 
familiarity of powers of two as used in the binary numbering system (i.e., a 
logo-transformed ratio of 4 = 2 4 = a 16-fold in difference in real space). Note 
that logarithms to the base 10 are seldom employed, for the simple reason that 
most biologically relevant ratios tend to fall in the 1- to 10- or 1- to 100-fold 
range. However, even when ratios are log transformed, it is still difficult to make 
sense of columns of numbers, and therefore sensible alternatives are required. 

2.TreeView and Cluster 

One of the the most widely used programs for displaying gene expression 
data is TreeView, developed by Michael Eisen, and available on the World 
Wide Web at http://rana.lbl.gov, or at http://microarrays.org. TreeView was 
the first program to exploit the idea that gene expression ratios can be easily 
and intuitively expressed colorimetrically (7), a notion that has gained general 
currency. As shown in Fig. 1, the genes in the input set are ordered as the rows 


Fig. 1. (see facing page) Output from the Cluster/Treeview suite, courtesy of Arkady 
Khodursky. Rows correspond to individual genes, which are named in the column on 
the right, while each colorized column corresponds to separat e Escherichia co/i-specific 
arrays. In this example, data from 120 E. coli genes have been extracted from 40 
arrays. These arrays correspond to five discrete time courses, each representing a 
different treatment. As explained in the text, gene expression ratios have been rendered 
colorimetrically, with green shading indicating decreased expression relative to time 
zero, and red shading indicating increased expression relative to time zero. Gray shading 
indicates missing or unreliable data. The dendrogram on the left recapitulates the pairing 
of genes and nodes assigned during hierarchical clustering. The length of the branches 
is proportional to the distance between the nodes, as is best illustrated by the very deep 
branch splitting the two penultimate nodes that intuitively divide this data set. 



Primer on the Visualization of Microarray Data 


221 





























222 


Fawcett 


of the figure, while arrays are arranged in columns. When reading across a 
row from left to right, one is therefore looking at a colorized depiction of the 
gene expression vector for a particular gene, representing the behavior of a 
given gene’s expression over the set of conditions represented by the arrays 
(columns). In this colorization scheme, more intense hues are used to denote 
more extreme ratios. This intuitively recapitulates what is seen on a pseudo¬ 
colored photomicrograph of a scanned glass-substrate array hybridized with 
two different fluorescent probes (typically Cy3 and Cy5 fluorophores, which 
produce, respectively, green and red signals). However, while a bright red band 
in TreeView indeed corresponds to an excess of Cy5 relative to Cy3, and a 
bright green band denotes the reverse, TreeView uses shades close to black as 
the log ratio of Cy3 to Cy5 approaches 0, although this would appear yellow 
on an array. One must also bear in mind that since TreeView uses ratio data, 
any information regarding the absolute signal intensity in either channel is 
lost (i.e., Cy5 = 65,535/Cy3 = 65,535 and Cy5 = 32/Cy3 = 32 appear to be 
equivalent). Care must therfore be taken when filtering the data to ensure that 
the calculated ratios are meaningful and not mearly a reflection of variability 
that exists below the threshold of reliable detection (i.e., a reflection of the 
noise present in very low-level signals). Note that while TreeView is designed 
for displaying gene expression data, it is not intended for classification and is 
most usually used in conjunction with its companion program, Cluster, which 
(among other things) can produce an input file suitable for use with TreeView 
using hierarchical clustering (7), (Chapter 13). 

The output of the TreeView program is a display of colorized gene expression 
ratios along with a dendrogram that reflects the degree of similarity between 
individual genes as well as the order in which genes were assembled into 
clusters by means of the algorithm in Cluster. This plot is commonly referred to 
as a “clustergram” or an “Eisen plot.” It has often been demonstrated that genes 
with similar expression profiles that cluster together tend to be functionally 
or biochemically related, and often represent genes that work together in a 
pathway (3). While this is not a hard-and-fast rule, co-clustering (especially in 
the context of a large input data set) is suggestive that closely clustered genes 
may have regulatory commonalities. It should additionally be pointed out that, 
although the order of the columns representing arrays is often specified by the 
user (as when a time course or dosage series is presented), it is also possible 
to use hierarchical clustering to order the arrays. This is often used to classify 
source tissues (e.g., as normal or cancerous). For instance, clustering of 
this type has been employed to help demonstrate that diffuse large B-cell 
lymphoma has molecularly distinct variants with different outcomes, and that 
these variants can be distinguished using this approach (8). 
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The technical details for using Cluster and Tree View are well covered 
elsewhere and are not discussed here. However, note that Cluster allows the 
user to select a preferred similarity metric from a range of options, as well as 
to select variations of the clustering process. In practice, the best course is to 
experiment with the available options in order to generate a clustergram that 
appears to present the data in the most coherent fashion; there is no universally 
“best” method for clustering. As a final caveat, it should be understood that 
the final dendrogram produced by Tree View represents only one of the many 
valid dendrograms that could be produced by “flipping” the branches of the 
dendrogram at any node. 

3. Promoter 

Developed by Joe DeRisi, now at UCSF, Promoter is a package designed 
to display features associated with genomes and to allow the user to perform 
powerful searches to retrieve associated sequence data. This package is avail¬ 
able at both http://microarrays.org and the DeRisi laboratory Web site at 
http://derisilab.ucsf.edu. The display feature of Promoter is particularly relevant 
because it creates genome maps with features annotated in genome order, and 
with a correct scale representation of both the size and position of the feature on 
the genome or chromosome of interest. Features are also correctly displayed on 
either the Crick or Watson strands or can be marked as intergenic. By loading 
an optional “gene data” file (consisting simply of a tab-delimited text file with 
feature names and an associated log ratio, with each feature separated with a 
carriage return), Promoter also has the ability to map onto the features data a 
colorimetric representation of array data. Ultimately, Promoter produces output 
in PostScript format suitable for direct importation in Adobe Illustrator or 
similar vector-drawing software, where the annotation is then often customized 
to suit the figure being created. An excerpt from a recently published example 
is shown in Fig. 2, which illustrates the results for a single yeast chromosome 
for a chromosomal immunoprecipitation array experiment performed using 
antibodies against the Rap 1 transcription factor (see Chapter 8 for a description 
of chromosomal immunoprecipitation on chip methodology). 

Although not a focus of this discussion, it should also be noted that Promot¬ 
er’s ability to extract primary sequence data from genetic regions corresponding 
to hits in microarray experiments is an important preliminary step when 
attempting to correlate array results with features of the primary sequence 
data, such as when performing scans for the presence of possible regulatory 
motifs. Promoter also has the ability to extract primary sequence-containing 
motifs specified by the user using the IUPAC degenerate nucleotide code, with 
a user-selected acceptable number of mismatches from consensus. 
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4. Caryoscope 

Unlike the other display methods discussed, Caryoscope (available at 
http://genome-www.stanford.edu/~rees/ ), developed by Christian Rees of 
the Botstein laboratory at Stanford, is not primarily intended to summarize 
and display gene expression data but, rather, to display the results of array 
comparative genomic hybridizations (aCGH). The essential idea of array-based 
CGH is that, instead of cDNA produced from mRNA, genomic DNA (gDNA) 
can be directly used in array experiments. Comparative gDNA hybridization 
can therefore be used for gene copy estimation ( 9 ). As with gene expression 
studies, two genomic DNA samples are hybridized at once to the same array, 
each having been labeled with a different fluorophore. Typically, these genomic 
DNA samples are obtained from either a normal and a diseased tissue (i.e., 
channel one measures a sample from a cancerous tissue, which may have 
undergone gene duplications or deletions, while channel two measures a sample 
from a normal tissue) ( 9 , 10 ), or from two closely related species, such as 
recently evolutionarily diverged strains of yeast or bacteria ( 11 , 12 ). In either 
case, obtaining a log ratio that significantly deviates from zero is presumptive 
evidence that either a gene amplification has occurred in one of the tissues, or 
that the gene copy number has been increased in the other tissue. Caryoscope is 
designed to display these data in a genome-ordered fashion. Separate versions 
are available for both yeast and human physical map data. The ability to display 
aCGH ratio data in the context of a physical map is particularly useful given that 
deletions or duplications often occur on a larger scale than individual genes; 
indeed, amplifications or deletions often occur in large contiguous regions, and 
this is immediately evident on examination of the data with Caryoscope. 

A very nice feature of Caryoscope is that a separate diagram is produced 
for each of the chromosomes of the organism of interest. As shown in Fig. 3, 
Caryoscope displays ratios of greater than zero as red bars to the right of the 
line representing the chromosome, while green bars representing ratios of less 
than zero are displayed to the left of the line. In this case, color is used only to 
indicate the sign of the ratio, while the actual deviation of the log ratio from 
zero is proportional to the height of the bar representing a particular locus. In 
the example shown, the lines drawn to the right of the main line indicate the 
ratio associated with a hypothetical bar of that length. Clearly, most of the 
bars in Fig. 3 are of a length consistent with fluctuation within the “noise” of 
the expression ratios, but with notable peaks corresponding to areas of copy 
number variation. 

5. DecCor2 

DecCor2 is a new software package for displaying summaries of gene 
expression in genome order. Unlike Caryoscope, or an earlier genome-order 
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Fig. 3. Output from Caryoscope, courtesy of Barbara Dunn. This figure illustrates 
the results for yeast chromosomes 3 and 6 of a CGH carried out between a strain 
of yeast used for brewing ale (red) and a standard laboratory strain (green). In this 
example, the value indicated by the length of the bars is based on a value determined 
by a sliding window of size 3 representing the average ratio of nearby features. The 
length of the bars is proportional to the red/green channel ratio, and the logarithmic 
scale bars drawn to the right of the line denoting the chromosome can be used to gage 
the magnitude of this ratio. In this example, most deviations appear to be within the 
range of experimental noise, with the exception of the obvious strong deviations near 
the telomeric regions. 
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display program developed by Dan Zimmer of Sydney Kustu’s laboratory 
(University of California at Berkeley) that rearranges the actual image 
spots from array photomicrographs ( 13 ), DecCor2 colorimetrically displays 
correlation coefficient data calculated from many array experiments. The 
unique feature of this program is therefore that the colorimetric encoding 
confers information about the similarity of the gene expression pattern of a 
gene of interest to that of all other genes represented on an array. DecCor2 
additionally provides nongraphic output for each gene in the input data set 
indicating the group of genes that shares the highest degree of correlation 
or anticorrelation. 

DecCor2 is designed to distill very large array data sets into a form that 
quickly allows the identification of those genes with an expression profile 
most similar (or most dissimilar) to the expression profile of a gene of interest. 
Indeed, the reliability of the correlation coefficients will tend to increase with 
the number of available arrays (presumably corresponding to an increasing 
number of conditions). Since this information can optionally be presented in 
a structured fashion (such as genome ordering), spatial or functional relation¬ 
ships among genes of interest can be made immediately apparent. Spatial 
relationships often hint at possible operon structure, or relationship of the gene 
of interest’s expression pattern to the general cellular growth rate as seen by 
correlation to ribosomal proteins or other hallmarks of the general cellular 
growth rate. Often DecCor2 analysis will reveal that the expression pattern 
of a gene of interest correlates with a broader gene expression program of 
known genes involved in a common process, such as motility or chemotaxis, 
or shift to stationary phase. 

DecCor2 works by calculating a matrix of similarity metrics representing 
all of the possible pairwise combinations of genes in the input data set. The 
similarity metric may be specified by the user, and either the Pearson correlation 
coefficient or the uncentered variant of the Pearson presented by Michael 
Eisen may be chosen. Unlike Tree View, the colors do not represent induction 
ratios but, rather, the similarity metric calculated using the entire available 
gene expression vector (Fig. 4). Bright red shades now indicate a correlation 
coefficient approaching or equal to 1, while bright green shades indicate a 
strong anticorrelation approaching or equal to — 1. Unlike the dendrograms 
produced by hierarchical clustering, the output of DecCor2 is intended to be 
displayed in genome order. Every gene in the input data set will have its own 
genome-order representation of similarity metrics (i.e., gene of interest vs all 
other genes). Therefore, provision is made within DecCor2 both to browse 
through the maps corresponding to each gene in the input set and to search 
directly for genes of interest. 
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Fig. 4. Sceen shot from DecCor2. This typical screen shot shows the correlation 
coefficients for the E. coli cheA gene, relative to all other E. coli genes, as represented 
in genome order, and displayed colorimetrically as described in the text. Note that in 
several regions, long contiguous regions of genes appear to be coexpressed with cheA, 
as indicated by bright red coloration. In this example, data from more than 200 E. coli- 
specific arrays (courtesy of A. Khodursky), representing dozens of experimental 
conditions, were used for calculating the correlation coefficients. Refer to Subheading 
5.3. for a description of the software controls. 


Aside from the visual display, DecCor2 exploits the characteristics of the 
distribution of gene expression vector similarities in order to output lists of 
genes representing outliers in the distribution. This allows the easy creation 
of lists of genes most strongly similar in their expression pattern to a gene of 
interest. By specifying the number of standard deviations (SDs) away from 
the mean of the distribution that a gene should be before being included in 
an output list, the user has direct control over the inclusion parameter. Either 
the distribution of gene-specific similarities (i.e., a gene-specific cutoff) or the 
global distribution generated by considering all pairwise similarities (i.e., a 
global cutoff) may be used. 
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5.1. Equipment Requirements 

DecCor2 was developed and tested on a PC-compatible machine running 
Microsoft Windows NT 4.0, but also runs correctly under Windows 2000 and 
Windows XP. There is a known problem with Windows 95/98 when searching 
for a gene profile by name: it will not allow entry of the gene name. This 
software requires a large amount of memory and 512 megabytes or more of 
random access memory is recommended. 

5.2. Data Formats for DecCor2 

DecCor2 minimally requires a data input file and may optionally use a 
second file format that allows the user to highlight specific user-specified 
sets of genes. 

5.2.1. Array Data 

The first input file that is required is the transcriptional profiling data. This 
should be a tab-delimited text format file (which may conveniently be created 
using the “Save As” feature from within Microsoft Excel or another spreadsheet 
package). Each row of this file represents the gene expression vector for a 
discrete spot on the arrays. The first column should therefore be a text identifier 
for the spot (this will in most cases be a gene name). The user must ensure 
that each row has a unique identifier, or the behavior of the program will be 
undefined. Additionally, there must be only one such column of identifiers. 
Future versions should support the inclusion of an optional description column, 
but this is not supported at this time. Note that the order in which the gene 
names appear in the first column determines the order in which the genes will 
be displayed on the screen. If you wish to use the program to display data 
in genome order, this order must be reflected in the order of the genes in 
the input file. Note also that it is possible in principle to order genes in 
any manner you wish, such as ordering genes by functional category. After 
the identifier column, the number of subsequent columns depends on the 
number of measurements available for each array feature. Hence, each subse¬ 
quent column represents the log ratios from a particular array. It is crucial 
that the ratios be log transformed (the base of the logarithm is unimportant) to 
ensure that positive and negative ratios are symmetric around zero. DecCor2 
will work with incomplete data sets (resulting, e.g., from spots that have 
not passed some quality control measure), provided that empty spots in the 
spreadsheet are filled in using the “dummy” value of -999 (again, conveniently 
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done with Excel). There must not be an initial header row describing the 
experiments. 

An example file format for array data is as follows (all columns are tab- 


delimited): 

GeneA 

2.13 

0.51 

1.07 

0.25 

-2.34 

GeneB 

1.63 

-999 

5.14 

-0.38 

1.4 

GeneC 

-4.71 

2.14 

-999 

3.23 

-999 


5 . 2 . 2 . Gene Lists 

Once an initial analysis has been performed, DecCor2 also permits the user 
to load a custom gene list that results in specified genes being highlighted 
on the gene “maps.” To create a gene list, simply create a text file with the 
name of each unique identifier that you wish to be highlighted separated by 
carriage returns. Any identifiers that were not used in the original data file will 
be ignored, and there should be only one identifier per line. 

5.3. Installing and Running DecCor2 

After the program is downloaded (http://genome-www.stanford.edu/fawcett/ 
DecCor2), clicking on the DecCor2 icon in the directory you have specified will 
launch the installer, which will install and optionally launch the application. 
Note that no other applications should be running at this time. 

When DecCor2 is executed, it first prompts for the input data file name. 
Currently, this must be placed in the same folder as the DecCor2 executable 
and must be in the format specified in the previous section. As previously 
noted, genes in the input set can be in any desired order, but if gene names 
are presorted in genome order, then both the text and graphic output from 
the program will appear in genome order. The program will then prompt for 
an output file name, to be created for browsing after the user terminates the 
graphic output session. 

DecCor2 then prompts for a “minimum vector size,” corresponding to the 
minimum number of good data points required in a gene expression vector 
before DecCor2 attempts to calculate correlation coefficients for that gene. If 
the input set has only a few arrays, values of as small as 3 may be used, but it is 
preferable to use a minimum vector size of at least 10. Note that, by definition, 
the user must enter a number less than or equal to the number of arrays in 
the input data set. If the number of bad or missing data spots flagged with 
“-999” for a particular gene exceeds this threshold, DecCor2 concludes that 
insufficient data are available to generate a reliable correlation. In general, 
arrays representing as many different experimental conditions as possible 
should be included in the input set. Finally, DecCor2 will prompt the user to 
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select a similarity metric, the options being the standard Pearson correlation 
coefficient or the uncentered variant presented by Eisen et al. (7). 

DecCor2 next parses the input file and builds a table of all the pairwise 
correlation coefficients using the selected similarity metric. On a slower 
computer, or one with less memory, this may take a significant amount of time. 
On an 800 MHz Pentium III with 512 megabytes of memory, it takes approx 
6 min to process an input file consisting of data from 200 E. coli genome-size 
arrays (corresponding to approx 4500 rows). Note that the processing time is 
more sensitive to the number of genes (rows) than it is to the number of arrays 
(columns) in the data set, since the memory and processor time requirements 
grow with the square of the number of rows. 

After building the correlation tables, a new display window appears showing 
the interactive graphic display (Fig. 4). This window displays a colorized map 
indicating the correlation coefficient between the gene name listed in the upper 
left-hand corner relative to all the other genes in the input data set. Presuming 
that the input set was in genome order, the first input gene will appear in the 
top left, with subsequent genes proceeding from left to right, before moving 
down one row at the right-hand border. Strong correlations are bright red, while 
strong anticorrelations are bright green. If there is no strong correlation or 
anticorrelation between the index gene and a map gene, the box corresponding 
to the map gene will have a shade approaching black. The scale bar on the left- 
hand side of the display indicates the correlation coefficient that corresponds to 
the brightest shades of red or green. This is, by default, set so that the brightest 
shades correspond to an absolute correlation of 1. However, this behavior can be 
modified using the slider on the bottom left, which effectively adjusts the con¬ 
trast of the map. Adjusting the slider will adjust the numbers shown above and 
below the scale bar, and map genes with correlations above or below the new 
cutoff will be mapped to the brightest shade of red or green. Similarly, the 
lower right scale bar adjusts the “black point.’’ Manipulating this slider adjusts 
the correlation coefficient cutoff for mapping to black those genes with minor 
deviations from a correlation of zero. In this way, genes with correlations 
or anticorrelations below those that the user considers to be significant will 
be mapped to black. Note that in addition to the standard red/green palette, 
DecCor2 supports a “heat map” style of display that may be preferred by some 
users; this may be accessed by checking the “brush style” box. 

Rolling the mouse over the squares within the map results in a display in the 
top right corner indicating the name and numeric value of the correlation 
coefficient for the gene currently under the pointer. To switch to the correlation 
map for the gene under the pointer, simply left-click the mouse to redraw 
the map for the selected gene. Additionally, there are two other methods by 
which maps for other genes may be displayed. First, the scroll bar on the 
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right-hand side of the screen can be used to select gene maps either by clicking 
the scroll arrows or by repositioning the scroll box. Second, the map of a gene 
of interest may be jumped to by typing the gene name into the search query 
box in the top middle of the display. 

Often the user will be interested only in the behavior of a particular subset 
of the input genes. There are three ways that the display may be altered to 
accomplish this. The first method is to “filter by hits” using the filter check 
box. When this is checked, only those genes with the strongest gene expression 
profile correlations or anticorrelations will be displayed. In the map display, 
all other genes are displayed as gray. Genes will be shaded out if they do not 
deviate from the mean of the distribution of correlation coefficients by at least 
the amount specified by the user in the initial prompt. Note that the default 
distribution analyzed is the distribution of the correlations for the current gene, 
but, optionally, the global distribution of correlation coefficients for all genes 
may be used. The second method used to track the behavior of a subset of 
genes is to position the pointer over a gene of interest, then left double-click the 
mouse. This inserts a small yellow marker under the position of the gene, which 
allows the user to keep track of the gene as alternative maps are displayed. 
The user may select as many genes as desired using this method, and a 
second double-click on a gene results in clearing the marker for that gene. 
Alternatively, hitting the button labeled “clear all” simultaneously clears all 
such markers. 

There is also provision for automatically marking a predefined set of genes, 
such as sets of genes that are involved in the same pathway or that have an 
interesting functional relation. As described under “file formats,” one can create 
a plain-text format gene list file with each gene name of interest on a separate 
line. Hitting the “load” button and selecting a gene-list file automatically 
marks all of the specified genes. Note that genes named within the gene-list file 
that were not in the data input file will be ignored. Gene spellings, including 
capitalization, must be identical. 

5.4. Concluding a DecCor2 Session 

Pressing the “OK” button in the lower right-hand corner exits the graphic 
display portion of DecCor2 and initiates the creation of the output file. This 
output file will be created in the directory containing the DecCor2 executable 
and will have the name specified by the user during program initialization. 
This output file, which should be opened in a text editor such as Wordpad that 
supports long lines, consists of three portions: 

1. A series of 200 bins containing the counts of correlation coefficients falling 
within each bin. Suitable for constructing a histogram of the global distribution 
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of correlation coefficients, this output often assumes a very normal appearance 
when using a large input data set. 

2. A rowwise output of all the input genes, followed by a list on the same row of 
all the genes that had a correlation coefficient higher than the specified number 
of SDs above the mean of all the pairwise correlation coefficients. The cutoff 
correlation coefficient used for this output is the aforementioned global cutoff. 

3. Another rowwise list of all genes, followed by a list on the same row of all the 
genes with a correlation coefficient exceeding a gene-specific cutoff. In this 
case, the cutoff is the mean plus the specified number of SDs calculated from the 
distribution of only that gene’s pairwise correlation coefficients. Optionally, this 
list may be filtered to show only genes that are pairwise reciprocal (i.e., GeneB 
appears in the list for GeneA, and vice versa). Both of the gene lists generated are 
intended to help identify genes that are most similar in their pattern of expression 
to the gene listed in the first column. Note that the most similar gene is always 
itself, owing to the correlation coefficient of 1 for self-similarity. 
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Microarray Databases 

Storage and Retrieval of Microarray Data 

Gavin Sherlock and Catherine A. Ball 

1. Introduction 

Microarray experiments rely on and generate (1-3) quantities of data that are 
simply too large to be stored on a researcher’s desktop computer in spreadsheet 
format. A single microarray may have 40,000 spots. Associated with each 
spot may be as many as 40 different metrics, and an experimental series may 
consist of many dozens of such microarrays. Thus, to manage microarray data 
effectively, a microarray database is required; indeed, a database is not a luxury 
when carrying out microarray experiments—it is a necessity. In this chapter, we 
examine some of the properties that a microarray database should have. While 
this chapter focuses on the needs for tracking and storing data associated with 
spotted glass microarrays in particular, most of the considerations are pertinent 
to storage of large-scale expression data obtained on other platforms, such as 
Affymetrix gene chips, and nylon arrays. 

It is possible to limit the information stored in a database to the information 
that is generated by the actual hybridization of samples to the microarray and 
the subsequent scanning of the microarray. However, the microarray projects 
usually begin much earlier than hybridizations, and the upstream data are 
equally important for successful analysis of microarray experiments. Thus, 
there are really two kinds of microarray data: those data that pertain to 
everything upstream of actual use of the microarray and those data from the 
experiment onward. The former type of data (tracking data) may be stored 
in a separate database, such as a laboratory information management system 
(LIMS), although they are needed to help one decide which experimental data 
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are reliable, and for subsequent troubleshooting. The latter type of data, stored 
in the experimental database, encapsulates everything from the biological 
samples used and how they were treated, to the actual measurements derived 
from scanning the hybridized array and the normalized versions of them. 

1.1. Tracking Data 

1.1.1. Spotted Samples 

The key piece of information that has to be recorded when using microarrays 
concerns the nature of the elements that are spotted on the array. Depending 
on exactly what is being spotted, and how it was generated, these data may 
be in the form of DBEST clone IDs and accession numbers, polymerase chain 
reaction (PCR) primer sequences, or sequences of long oligonucleotides that 
are spotted on the array. It has been argued that sequences should be mandatory 
because each clone on an array can be represented in public databases by 
several different IDs and accession numbers. 

1.1.2. Quality Control Information from Preparation 
of Materials for Spotting 

When either cDNA clones are spotted or specific regions of a genome are 
selected and amplified, they have to go through at least one round of PCR 
before printing. It is important that quality control information about these PCR 
products be tracked, because it may subsequently be useful for selection of 
data from a microarray database. For example, data from spots where the PCR 
failed, or the fragment was of an unexpected size, can be filtered out. Failed 
or anomalous products are printed because PCR reactions are usually done in 
96-well format, so to simply spot only the products of those reactions that were 
deemed to have worked is impractical—instead, the content of each well in each 
plate is spotted. Thus, tracking the quality of those products is necessary. 

1.1.3. Physical Location of Products 

DNA microarrays on glass slides are usually printed by spotting DNA 
solutions from individual wells in the microtiter plates. Each spot on a DNA 
microarray uniquely corresponds to the well in a microtiter plate and not to the 
identity of a DNA material that has been printed. That is why it is critical to 
keep track of the physical location—plate coordinates—of each DNA solution. 
In practice, a database user will benefit from this information at least on two 
accounts. First, DNA replicates with the same IDs within the same or different 
PCR plates can be easily identified by their different locations on the printing 
plates. This facilitates the independent statistical analysis of hybridization data 
obtained on the identical DNA sequences. Second, if some nonidentical DNA 
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sequences demonstrate very similar expression profiles, it is common practice 
to verify their relative location on the array. If such genes make a “streak” on 
the array (i.e., printed by the same print tip) located next to each other in a 
subarray and show identical trend in hybridization outcome (“green” or “red”), 
one has to rule out the possibility of cross-contamination during the print. A 
similar need arises when one deals with “identical expression profiles” of the 
genes that are situated next to each other in a print microtiter plate. Efficient 
recovery of the information about the print plate location of DNA solutions 
in question will streamline the analysis as well as help line up the control 
experiments. 

1.2. Experimental Microarray Data 

1.2.1. Biological Samples 

A microarray database should allow recording of as much information as 
can be reliably obtained about the biological sample used in an experiment. 
Such information includes the organism and genotype (if known) from which 
the sample was derived, and the organ and/or anatomical derivation of the 
sample, if appropriate. In the case of human samples, a good deal of additional 
information could (and probably should) be added; for example, postmortem 
interval, cause of death, clinical diagnosis (if any) based on chart review, 
gender, age, medications used, toxicology screening results, and so on. 

1.2.2. Protocols 

During the course of a microarray experiment, many manipulations of 
the biological sample are likely to be carried out, and protocols for these 
manipulations should be faithfully recorded as part of the experiment, such 
that subsequent use of the data, by either the experimenters themselves or a 
third party, can assess exactly how and in what context the microarray data 
were generated. The protocols for the extraction of RNA from the biological 
sample, the amplification procedure, and the hybridization protocol itself 
should also be recorded, both for the purposes of reproducing the experiment 
and for troubleshooting and tracking of any protocol-dependent systematic 
errors that may have occurred. 

1.2.3. Microarray Expression Data 

Microarray expression data are the actual data generated by scanning a 
hybridized microarray. There are several available packages for gridding and 
for extracting the data from microarrays, so the database of choice should be 
able to support data entry from the chosen image analysis program. It is typical 
that the data from a microarray are not simply the ratio for each spot; there are 
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usually multiple values per spot, such as intensity of each channel, background 
of each channel, and regression correlation. Many of these are useful as quality 
indicators of the spots. The minimal set of spot statistics that can be used for 
quality control usually includes the regression coefficient of the pixel-by-pixel 
intensities in two channels, background intensity, number of pixels at some 
level above background, spot size, and average and/or median intensity of the 
spot. However, it should be up to the individual experimenter to determine 
the necessary set of statistics for effective filtering without significant loss of 
information, which is critical in some of the downstream applications. While 
the normalized ratio of background-subtracted signal intensities is often all 
that is required to indicate the relative expression level in data analysis, one 
also must have an understanding of what the different spot measurements 
are, and how they might be used so that an informed decision can be made 
about which metrics to record and which to discard. Because robust analytical 
approaches are still in the early stages of development, it is probably wise to 
store as many data columns as possible, if not all of them. It is reasonable to 
expect that more sophisticated methods of analyzing results will be developed 
in the near future, so data judged unimportant today might become useful in 
the future. This accordingly demands greater storage space. 

2. Data Retrieval 

The ability to query and retrieve data effectively makes a database a powerful 
and often indispensible research tool. Effective retrieval, storage capacity, ease 
of submission, along with the flexibility and rationality of design, including 
the interface, are important criteria that determine the choice of a database 
for individual researchers. 

A microarray database must allow a researcher to retrieve data about a 
single microarray, in a file containing all the results for the array, as well as 
the associated biological information. Annotation of the elements on the array 
is essential for interpretation of the results. Retrieval of data from multiple 
arrays, so that expression of genes in a group of related arrays (e.g., arrays that 
are part of a time series or a study of related tissue samples) can be assayed, is 
also a requirement of a microarray database. 

2.1. Data Filtering and Extraction 

A microarray database should support filtering of data during retrieval on 
a spot-by-spot basis, when identical sequence elements located in different 
wells in the print plate are treated as separate entities, as well as on a sequence 
ID basis, when the merged statistic (mean, median) is reported for multiple 
microarray entries that have the same sequence ID. 
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Thus, it should be possible to remove, or filter, data that are generated from 
spots of dubious quality, where metrics of quality may be decided by the 
experimenter and will depend on what data are stored within the database. 
Additionally, quality measurements from the manufacture of the array (whether 
a PCR product showed an anomaly or whether the sample might be contami¬ 
nated) ought to be communicated from the LIM system (if one is used) that 
tracked the array synthesis. Examples of filtering metrics include flag status 
(indicating whether a spot was identified as being suspect, usually as the result 
of visual inspection of the image by the researcher, or automatic detection 
by image analysis software), the strength of signal to background, and the 
regression correlation. 

For extracting information on a sequence ID basis, it should also be possible 
for a researcher to select data for genes that have at least a certain percentage of 
data present, or that vary by a certain amount in a set of arrays. Alternatively, 
a researcher might wish to retrieve all data for a set of genes in a group of 
arrays based on the identity of those genes (or at least the entities on the arrays 
that represent those genes), using, e.g., a list of genes of interest, or possibly 
selecting based on the annotation that the genes might have. 

2.2. Modeling of Arrayed Samples 

An easily overlooked point is how to model the entities on the arrays 
themselves and how they relate to the biological molecules that they represent. 
A simple model would be to treat the DNA sequences on the chip as if they 
were the genes themselves. However, this model rapidly becomes inadequate. 
It is obvious that this approach does not allow effective modeling of nongenic 
sequences (such as intergenic regions), or of large sequences that may span 
several genes, such as BACs. It is also ineffective at modeling gene sequences. 
A microarray database must model the sequences using at least two different 
levels of specificity: first, at the level of the physical sequence that is the 
entity on the microarray; and, second, at the level of the locus to which that 
entity maps in the genome. It is important to keep in mind when designing a 
microarray database that many sequences on a microarray may map to a single 
gene. Mapping between that sequence element on the array and a gene may 
evolve over time, as our knowledge of genomes and the ability to predict genes 
within them becomes more refined. For instance, many sequences (e.g., cDNA 
clones) may map to a single genetic entity, such as a Unigene cluster. The 
ability to retrieve data by either of these models is also useful. Retrieving 
clones that map to the same Unigene cluster separately is useful to be able to 
verify the quality of the data from the individual clones. This may allow one 
to determine whether a particular clone is contaminated or has been erroneously 



240 


Sherlock and Ball 


mapped to a particular Unigene cluster, if its expression pattern is different 
from those of other clones from the same cluster. 

Alternatively, retrieval of data for multiple clones that do map to the same 
gene as a single, collapsed set of data is also important. Having many measure¬ 
ments for the same gene may subsequently affect analyses unless the many 
copies of the gene are downweighted in the analysis. Collapsing the data is a 
means to prevent this. An additional level of identification of the entities on a 
chip is that of instances of a piece of DNA. For example, a cDNA clone may 
come into the laboratory more than once, and even though each copy of the clone 
should ostensibly contain exactly the same sequence, it is prudent to have the 
ability to track these entities separately, as well as be able to collapse them 
to a single entity. 

A more sophisticated model might map all the sequences on a microarray 
not just to the genes that they represent, but also to each of the exons that they 
may contain. Those exons could then be mapped to transcripts and the database 
could theoretically allow comparison of expression patterns of alternative 
transcripts. While this strategy is only effective with detailed knowledge of 
both the exons and alternative splice forms that exist, its potential value to 
the biologist is obvious. 

2.3. Biological Annotation of Sequences 

Analysis of microarray data is meaningful only in a biological context. Thus, 
the database holding the microarray data must also hold information that will 
place the data in that biological context. This can be achieved by linking the 
entities on the microarrays to annotation of the genes to which they map. To 
analyze microarray data effectively, these annotations must be accurate and 
up to date. The ability to achieve this is complicated by three factors. The 
first is that our understanding of genes and their products is changing. As 
more research is carried out, the information associated with many, if not 
all, elements on an array may be altered. The second is that the nature of 
annotations varies from organism to organism. For instance, the genes from 
one organism may be annotated by genomic coordinates and each of the three 
Gene Ontologies, whereas genes from another less-well-studied organism 
may have a simple description. Finally, for many genomes the actual mapping 
between a piece of DNA and the gene it is meant to represent can also change: 
with each release of the human Unigene clusters, several hundred clones 
change their cluster allegiances compared with the previous releases. Thus, a 
microarray database must be designed with these facts in mind and deal with 
them accordingly, to allow the annotation of entities on chips to be dynamic. 
This often means that new tables are added to the database to accommodate 
microarray studies on additional organisms. 
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2.4. Toward a Standard: MIAME 

Accurate annotation of microarray experiments, to facilitate either indepen¬ 
dent verification or accurate interpretation and analysis of the generated 
data, is a necessity. Toward this end, members of the microarray research 
community are working on developing a standard, MIAME (4), which defines 
the minimal information about microarray experiments that should be recorded. 
The MIAME specification, available at, is not a strict set of requirements, but 
really an informal set of guidelines, indicating what type of data should be 
recorded when microarray data are made publicly available. In the future, it 
is likely that journals and funding agencies will adopt such standards for data 
release, so when considering a database, a researcher should check whether 
MIAME support is either in place or intended to be developed. The MIAME 
specification describes experimental annotations that fall into six categories, 
most of which have already been discussed and are already a prerequisite of 
a good database: 

1. Experimental design: the set of hybridization experiments as a whole —MIAME 
allows the data from a group of related microarrays to be grouped and described 
as a unit. Both the type of experiment can be described (e.g., a time series, a 
comparison of diseased tissue with healthy tissue, or comparison of a wild-type 
to a mutant) and the relationships of one array to another can be detailed, such 
as an order of the arrays within a series. 

2. Array design: each array used and each element (spot, feature) on the array —In 
addition to information about the sequences spotted on the arrays, this section 
of MIAME records details about the platform of the microarray and production 
protocols. Recording this type of information has been discussed in the sections 
about LIM systems and modeling of sequences. 

3. Samples: samples used, extract preparation, and labeling —The description of 
the samples used for hybridization should include topics such as the primary 
source of the biological sample; the organism from which it was derived; and the 
protocols used for its preparation, RNA extraction, and subsequent labeling. 

4. Hybridizations: procedures and parameters —This section of MIAME describes 
the parameters and protocol of the hybridization reaction such as concentration 
of buffers, temperature, and length of hybridization. 

5. Measurements: images, quantitation, specifications —The actual experimental 
results, progressing from raw to processed data, are covered by this section 
of MIAME, in the following three subsections: the original scans of the array 
(images); the extracted microarray data, based on image analysis; and the final 
data after normalization and consolidation of replicates. 

6. Normalization controls: types, values, and specifications —There are many 
sources of variation in microarray experiments that affect the measured gene 
expression levels. Normalization is the procedure used to reduce the impact of 
some variations on the data generated using microarrays. To be able to compare 
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two or more microarray experiments, we need to remove, as best we can, the 
systematic variation. This section of MIAME allows recording of the scheme used 
for normalization, which genes may have been used for that scheme, and the 
algorithm that the scheme employed. In addition, the results of the normalization 
scheme, such as normalization factors, should be reported in this section. 

3. Tools and Analysis Packages 

A microarray database could simply serve as a data repository, with methods 
to enter and retrieve the data, as already discussed. However, it is convenient 
or even necessary to have various analysis and visualization tools connected 
directly to the database. Such tools might graph various spot parameters 
(e.g., channel 1 intensity vs channel 2 intensity), which may be useful for 
assessing overall array quality. In addition, tools for actual data analysis, 
such as hierarchical clustering (5), self-organizing maps (6-8), and principal 
components analysis (9) may come as part of a database package. Certainly, 
there are many commercial and free stand-alone tools for microarray analysis. 
If these are to be used, it is an obvious requirement that the database be able to 
produce data in the correct format for these tools to read. 

4. Interfacing Between LIM System and Results Database 

If, in addition to a microarray database, a separate LIM system is being 
used, then a certain amount of redundant storage between the two databases 
is necessary. Then the data within the LIM system that is useful for filtering 
microarray data can be taken advantage of. Obviously only that data required for 
on-the-fly filtering and analysis of the microarray results should be duplicated, 
since the more redundancy there is, the harder the problem becomes when data 
need updating. Typically, this will be the information pertaining to the plates 
that were used in a microarray print and the samples they contain, and then a 
unique identifier produced by the LIM system that tracks each instance of a 
piece of DNA. Interfacing between the two systems can be accomplished by 
production of a print file by the LIM system (sometimes referred to as a godlist), 
which is subsequently fed into the results database. Experiments are associated 
with the correct microarray print as they are entered into the database. 

5. Computing Issues Associated with Microarray Databases 

To use microarray data effectively, the raw data, normalized data, and all the 
associated spot statistics should be stored. Consequently, storing microarray 
data is nontrivial. While the ratio may be the salient value associated with a 
spot, filtering data using spot quality control metrics is an essential feature 
of the database. Additionally, the database should allow for an effective 
renormalization procedure as superior normalization techniques become avail- 



Micro array Databases 


243 


able. Thus, if a typical microarray of 20,000 produces a million data points, a 
microarray database requires significant computing resources. 

The amount of required storage is dependent on both the number of experi¬ 
ments that will be performed and the size of the individual arrays, and it will 
be greatly increased if original tiff images derived from scanning the arrays 
are to be archived. For example, as of August 2002, the Stanford Microarray 
Database (SMD) (10) had 28,000 experiments, whose results are recorded in 
approx 600,000,000 rows (averaging 21,500 rows per experiment). Physically, 
this takes up approx 150 gigabytes (GB), with another 80 GB needed for the 
indexes on this table. This storage cannot be simply accomplished using large, 
cheap disks, because performance would rapidly degrade as the amount of data 
and the number of concurrent users increase. In addition, storage of original 
tiff images produced by scanning a microarray requires approx 30 megabytes 
for each experiment (with compression). Thus, although many projects will 
not be generating thousands of microarrays per year, projects of all sizes must 
anticipate future demands and plan accordingly for the required storage. 

The type of machine on which to install a microarray database is dependent 
on the database used, the total number of users the database will have, and how 
many of these users will employ the system concurrently. If the database is 
a multiple-user system, and many users will be retrieving and analyzing data 
simultaneously, then a multiprocessor machine running a Unix variant such 
as Solaris or Digital Unix would be strongly recommended, assuming the 
database management system supports it. 

6. Costs Associated with a Microarray Database 

Maintaining a large microarray database can be expensive. The main factors 
to consider in the cost are the machine(s) on which to install and house the 
database, the database back-end software, and the staff to maintain the data¬ 
base. In selecting the type of machine to house the database, the database 
management system and the scale of the project are the prime considerations. 
For the database management software itself, there are both free and commer¬ 
cial alternatives. The well-known commercial database management systems, 
such as Oracle and Sybase, will have more features and access to technical 
support than a free alternative such as PostgreSQL (www.postgresql.org/) and 
mySQL (www.mysql.com/). However, the current options for freely available 
database software are limited, and thus the choice of the microarray database 
package will probably determine what database platform is required. 

7. Freely Available Databases 

There are several commercial microarray databases available (see ref. 13 
for details), but many of these are likely to be far beyond the budget of 
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most laboratories. Consequently, I describe three freely available (at least to 
academics) databases, all of which distribute their full source code and schema, 
allowing customization (or improvement) by enterprising laboratories. 

7.1. AMAD (Another Microarray Database) 

AMAD is a flat-file database that evolved from a database that was used 
internally at Stanford in the Pat Brown and David Botstein laboratories and was 
written by Mike Eisen, Paul Spellman, Joe DeRisi, and Max Diehn. AMAD is 
available from http://microarrays.org/software.html. 

7.1.1. Requirements and Installation 

AMAD requires a computer that can host a Web server and run Perl, such 
as a PC running Linux. Installation is fairly simple, and there is a detailed 
installation document explaining how to do it. 

7 . 1.2. Features 

AMAD allows data uploading and subsequent viewing and retrieval of that 
data. Experimental data can be viewed on an experiment-by-experiment basis, 
or data can be retrieved for multiple experiments simultaneously, into a single 
file, for use in subsequent analyses (output files are compatible with Mike 
Eisen’s Cluster software). Filtering of the data by any column of data that is 
present in the uploaded files may be done when retrieving data from AMAD, 
and the user can add additional arbitrary columns of data when defining 
the contents of a microarray print, and AMAD will transfer that data to 
the experimental data files. AMAD supports loading of data from both Scan- 
alyze (http://rana.lbl.gov/EisenSoftware.htm) and GenePix (www.axon.com/ 
GN_GenePixSoftware.html), two commonly used software packages for 
analyzing scanned microarray images. 

7.1.3. Advantages 

AMAD is a simple and effective database for a laboratory with a modest 
budget and with a few dozen to a few hundred arrays’ worth of data. It is easy 
to install and has an uncluttered, intuitive interface. 

7.1.4. Disadvantages 

AMAD is not a relational database and thus does not have many of the 
features that a relational database provides. Consequently, there is a large 
amount of data redundancy (e.g., every experiment coming from a given print 
reproduces all of the same print information), which means that when annota¬ 
tion or tracking information needs updating, many files may require modifica¬ 
tion. The limitations of the flat-file system make this package impractical 
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for any group of investigators who expect to carry out a substantial number 
of microarray experiments. In addition, there is no simple way to update an 
experiment if an error in the print list is made, other than reentering the experi¬ 
ment with a corrected print list. AMAD is no longer under active development 
and, consequently, will not be MIAME compliant—a replacement, NOMAD, 
which uses the free relational database mySQL, is under development. 

7.2. Stanford Microarray Database 

The SMD uses Oracle as its database management system and is thus 
a relational database. Its full source code and schema are available from 
http://smd.stanford.edu. 

7.2.1. Requirements and Installation 

The Stanford installation of SMD is on a Sun E4500 server running Solaris 
2.8 with four processors and 8 GB of random access memory. While there is 
no specific reason to use a Solaris system, Oracle updates and bug fixes often 
appear first on this platform, making it desirable. SMD installation requires 
Oracle Enterprise Edition server software, a Web server, Perl, and several Perl 
modules. This is currently not simple, but an installer script distributed with the 
software does take care of many of the details of getting it running. Additional 
details, such as setting up the Oracle instance of the database and creating 
all the tables and the relationships among them, do require a trained database 
administrator, although all the SQL scripts required to do this are distributed 
with the SMD package. 

7.2.2. Features 

SMD allows entry of either GenePix or Scanalyze data (in either single or 
batch mode) and subsequent retrieval of data from one or many experiments, 
with complex filtering, in much the same way as AMAD does. In addition, 
SMD has many tools built on top of the database that may be used for assessing 
array quality and experimental reproducibility, visualizing a representation of 
the original microarray, and performing downstream analyses. The latter are 
currently limited to hierarchical clustering and self-organizing maps, but future 
plans are to encompass /G means clustering (11), singular value decomposition 
(9), and imputation of missing data (12). 

7.2.3. Advantages 

SMD is a scaleable solution for storing microarray data—the Stanford 
installation currently has >30,000 experiments, constituting data from approx 
600,000,000 spots—while a flexible security model allows fine-grained access 
control to both data and tools. Several tools are available with the database, and 



246 


Sherlock and Ball 


software for viewing proxy images of the microarray scans to visually evaluate 
the quality of the data are also available. Furthermore, SMD dynamically 
updates annotation of the human, mouse, and yeast genes that are represented 
on the microarrays and is under active development, so that new features and 
improved schema and software will become available in the future. 

7.2.4. Disadvantages 

SMD requires expensive hardware and software, as well as trained staff (at 
least a database administrator and a programmer/curator) to keep it running, 
and it is not simple to install or maintain. Currently, SMD does not store enough 
experimental or sample information to comply with the MIAME specifications, 
but this problem should be corrected by early 2003. SMD was designed to 
store only two-channel microarray data and thus will not store Affymetrix data 
or nylon membrane data. 

7.3. GeneX 

GeneX (http://genex.ncgr.org) is a freely available database (released under 
the GNU lesser public license to academics) that uses the free database system 
PostgreSQL to store the data. 

7.3.1. Requirements and Installation 

GeneX can be set up on a Linux machine running an Apache Web server 
with Perl installed. An installation script is used to configure the components 
of the system. 

7.3.2. Features 

A client-side curation tool, written in Java, is provided for formatting data 
sets for secure upload into the database, and then simple html interfaces for 
retrieving that data either across data sets or for a single experiment can be 
used. In addition, the software that ships with GeneX provides an application 
programming interface that allows experienced programmers to make exten¬ 
sions to the interface. There are a number of analytical routines that can be run 
against the retrieved data, such as clustering, multidimensional scaling, cluster 
validation, and principal component analysis, that are provided as separately 
available add-ons for the database. 

7.3.3. Advantages 

Like AMAD, GeneX is fairly simple to install and does not require expensive 
hardware or software to install or maintain. It has a well-considered data 
model and is also able to store data from different array platforms, such as two- 
color microarray data and single-channel Affymetrix data. It has a number of 
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available tools with which to analyze data. GeneX is under active development 
so that one can expect improvements to the software, data modeling, and 
analysis tools, and it has already had several small bug fix updates since its 
initial release early in 2001. 

7.3.4. Disadvantages 

GeneX has not yet been demonstrated to scale to hold data for many 
thousands of experiments, although that, of course, does not mean that it will 
not do so. GeneX does not allow viewing of proxy images for characterization 
of array quality. 

8. Conclusion 

A microarray database is a necessity for microarray research, but setting 
up and maintaining such a database is no simple proposition, potentially 
requiring significant computing resources and trained personnel. A number of 
free databases are available for local installation, but none of these alternatives 
is mature enough to offer simple installation and meet all users’ needs. Of 
course, there are many available commercial databases (see ref. 13), but 
the costs of initial purchase (and often subsequent annual licensing fees) 
are prohibitive to all but the largest of laboratories. Before embarking on a 
microarray project, a researcher should carefully consider his or her needs 
regarding a database—indeed, when applying for funding this should be an 
important consideration. Without an adequate database, microarray projects 
are surely doomed to failure, and database needs should be planned just as 
meticulously as the experimental results that the database will eventually 
house. 
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